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APPENDIX  A 


ECONOMIC  METHODOLOGY 


I 


ECONOMIC  METHODOLOGY 


BASE  THEORY 

The  economic  base  theory  identifies  the  key  economic  acti- 
vities of  an  area,  region  or  community.   These  activities 
are  divided  into  two  segments  of  the  local  economy;  those 
segments  which  are  related  to  basic  or  export  activity  and 
those  segments  which  are  related  to  non-basic  or  derivative 
activity. 

The  goods  and  services  which  a  city  sells  outside  its  im- 
mediate area  are  considered  basic  or  export  goods.   The 
remaining  goods  and  services  are  attributed  to  the  local 
or  derivative  market.   This  division  of  separate  markets 
is  the  cause  and  effect  relationship  involved  in  the  eco- 
nomic base  theory.   If  employment  serving  this  market  rises 
or  falls,  employment  serving  the  local  market  is  presumed 
to  move  in  the  same  direction.   For  example:   when  a  fac- 
tory closes,  which  manufactures  items  for  sales  outside  the 
local  area  (export) ,  retail  merchants  (local)  feel  the  di- 
rect result  in  their  dollar  volume  trade  since  lack  of  em- 
ployment in  the  factory  causes  residents  of  the  area  to 
have  less  money  to  spend. 

The  economic  base  analyzes  and  recognizes  that  industries 
and  firms  may  sell  their  products  in  both  the  local  and 
export  market.   Thus,  it  is  possible  for  employment  within 
a  single  industry  group  to  be  partly  basic  and  partly  non- 
basic.   It  is  theorized  that  non-basic  employment  is  di- 
rectly dependent  upon  the  degree  of  basic  employment  and 
that  over  a  long-term  trend  this  proportion  of  basic  to 
non-basic  jobs  will  remain  about  the  same.   However,  in 
short-term  trends  it  is  quite  possible  for  a  city  to  grov/ 
without  an  expansion  of  exports.   Thus,  as  a  city  grows 
and  develops  in  its  economy,  productivity  in  locally 
oriented  activities  can  increase,  even  though  the  degree 
of  exports  has  not  necessarily  increased. 
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The  effectiveness  of  the  base  theory  depends  primarily  on 
the  volume  of  employment  and  income  in  basic  activities 
and  to  a  lesser  degree  on  employment  and  income  in  deri- 
vative activities.   Heavy  dependency  on  the  basic  sphere 
is  the  nature  of  an  exchange  economy  which  is  character- 
ized by  a  high  degree  of  division  of  labor  and  speciali- 
zation.  The  more  self-sufficient  an  economy  is,  the  less 
would  be  the  leakage  of  money  outside  of  the  city,  thus 
sustaining  the  purchasing  power  within  the  city.   In  mod- 
ern systems  of  goods  and  products  exchange,  with  a  high 
degree  of  territorial  and  occupation  division  of  labor 
and  specialization,  any  city  faces  a  heavy  leakage  of 
money  in  the  form  of  payment  for  the  inflow  of  goods  and 
services  necessitated  by  derivative  activities.   The  ex- 
haustion of  money  in  circulation  will  not,  however,  ma- 
terialize so  long  as  the  inflow  of  money  is  maintained 
and  that  source  of  inflow  is  the  receipt  of  income  from 
sale  of  products  produced  in  basic  activities.   Thus, 
when  a  change  occurs  in  basic  activities  in  terms  of  in- 
come, employment  or  output,  a  change  in  the  derivative 
activities  might  be  expected  to  occur  in  these  same  terms. 


Summary 

The  basis  of  economic  life  of  a  city,  according  to  the 
economic  base  theory,  is  the  composite  operation  of  basic 
and  derivative  activities.   Economic  functioning  of  a 
city  is  evidently  dependent  upon  basic  activities  because 
they  support  the  derivative  activities.   In  terms  of  trade 
and  money  flow,  the  volume  of  basic  activities  would  have 
to  exceed,  or  at  least  equal,  the  volume  of  import  in 
order  to  achieve  a  favorable  balance  of  trade  if  the  city 
is  to  increase  or  sustain  its  level  of  economic  functioning. 


I 
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The  function  of  the  economic  base  theory  is  predicated  on 
emphasis  of  long-term  trends  and  a  degree  of  basic  econo- 
mic activity  which  must  provide  the  stimulus  for  a  city's 
growth  and  development.   Thus,  sound  long-term  growth  with 
few  radial  cyclic  variations  cannot  be  founded  merely  on 
derivative  activities. 
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BASE  MULTIPLIER  CONCEPT 

Recently  there  has  been  a  growing  awareness  of  the  need 
for  an  understanding  of  the  functioning  of  the  complex 
economies  of  communities,  areas  and  regions.   Systematic 
knowledge  of  a  city,  as  an  economic  unit,  must  be  obtained 
prior  to  any  attempt  to  determine  its  interrelationships 
with  individual  contributors  to  the  economy.   Analysis  of 
the  contributors  of  a  city's  economic  mechanism,  in  find- 
ing whether  there  is  any  relationship  between  the  various 
parts  which  make  up  the  whole,  is  a  necessity  in  under- 
standing its  economic  atmosphere. 

The  development  of  the  economic  base  multiplier  concept 
is  based  upon  the  studies  of  economic  base  theory  as  an 
analytical  tool,  which  is  necessary  in  order  to  support 
and  investigate  the  derivative  or  basic  nature  of  indus- 
try, employment  or  income  within  a  city.   Thus,  the  sig- 
nificance of  segregation  of  a  city's  economic  activities 
into  basic  and  derivative  is  important  in  this  analytical 
approach  in  order  to  discover  the  functional  relationship 
between  the  tv/o  activities  and  their  reactions  on  various 
aspects  of  the  city's  economy. 

The  economic  base  multiplier  can  be  considered  either  from 
static  or  dynamic  positions.   Dynamically  it  is  the  change 
in  the  total  economy  compared  with  the  change  in  the  base 
economy  over  a  given  interval  of  time.   Statically,  it  is 
the  ratio  of  the  total  economy  to  the  basic  economy  at  a 
given  time.   The  latter  was  the  application  used  in  this 
study. 

The  base  multiplier  concept  has  application  to  a  mathema- 
tical relation,  which  was  applied  in  this  study,  between 
the  number  of  employed  in  basic  activities  and  those  in 
derivative  activities  (this  mathematical  relationship  is 
known  as  the  derivative-basic  ratio,  or  the  employment 
multiplier) .   The  ratio  relationship  is  further  utilized 
by  weighing  processes  to  determine  the  extent  to  which  a 
city  is  supported  by  each  of  the  basic  sources  of  employ- 
ment.  Thus,  there  is  a  ratio  relationship  between  community 
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population  and  basic  eitiployment.   In  theory  the  optimum 
derivative  basic  ratio  should  be  1  to  1  for  all  cities; 
however,  in  reality  this  ratio  may  not  only  vary  among 
cities  but  may  also  change  within  the  city  from  time  to 
time. 

Many  types  of  multiplier  relationships  have  been  developed. 
Some  of  these  have  been  termed  income,  spending,  output  or 
employment  multipliers,  etc.,  depending  on  the  unit  of  mea- 
surement of  the  economic  variables  in  the  ratio.   Further 
classification  may  be  made  on  the  basis  of  the  variables 
undergoing  change  which  is  presumed  to  affect  the  other 
variables.   Thus,  there  are  investment,  consumption  and 
government  spending  multipliers  just  to  name  a  few. 

The  unit  most  commonly  used,  as  was  in  this  study,  is  in 
relation  to  employment.   Universally,  this  is  well  accepted 
because  in  any  type  of  economic  system  (whether  it  be  so- 
cialistic, capitalistic,  national  or  regional) ,  the  degree 
of  utilization  of  available  human  resources  is  a  reason- 
able indicator  of  the  state  of  economic  operation.   Also 
the  significance  of  the  volume  of  employment  in  reflecting 
the  general  picture  of  economic  activities  becomes  more 
evident  as  it  is  related  to  income.   Generally,  these  two 
indicators  move  in  the  same  direction,  that  is,  an  increase 
or  decrease  in  employment  will  correspond  with  an  increase 
or  decrease  in  income. 

In  determining  derivative-base  employment,  comparisons  must 
be  made,  that  is,  comparisons  of  larger  to  smaller  units 
such  as  the  comparison  of  local  areas  with  a  state-wide 
area.   If  the  percentage  of  emplo^Tnent  in  a  specific  in- 
dustry of  an  area's  total  employment  is  P  and  that  of  the; 
larger  comparative  area  is  P ' ,  the  difference  P  -  P' 
(assuming  PZI^^^'  P')  represents  the  percentage  of  the  smal- 
ler area's  total  employment  engaged  in  basic  employment 
within  that  particular  industry.   Thus,  applying  this  pro- 
cedure to  all  industries  within  the  smaller  area,  a  picture 
of  its  total  employment  in  basic  activities  is  obtained. 
This  process  can  also  be  reversed  when  the  percentage  of 
employment  in  an  industrial  category  within  a  smaller  area 
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compared  to  an  area's  total  employment  is  represented  as 
V  and  that  of  the  larger  area  is  V',  V  -  V'  (in  percent- 
age) represents  the  basic  employment  in  the  particular  in- 
dustrial category  and  where  V  -  V'  -^=^^C0,    the  employment 
would  be  taken  as  derivative. 

The  relationship  between  the  derivative-basic  ratio  and 
the  multiplier  is  explained  as  follows:   the  ratio  is  the 
quotient  when  the  derivative  employment  is  divided  by  the 
basic  employment.   The  multiplier  is  the  quotient  when  the 
total  emplo^Tnent  is  divided  by  the  basic  employment.   Thus, 
the  multiplier  is  equal  to  the  ratio  plus  one  in  all  cases. 
The  ratio  shows  how  much  derivative  employment  is  supported 
by  the  basic  employment  whereas  the  multiplier  shows  how 
much  total  employment  is  created  by  the  basic  industries. 
This  conceptual  scheme  of  the  local  multiplier  can,  there- 
fore, be  applied  for  tracing  the  development  process  of 
the  community's  economy.   Thus,  when  a  quantitative  change 
occurs  in  basic  activity,  it  is  probable  that  a  correspond- 
ing adjustment  process  will  occur  in  the  derivative  and 
total  economic  activity  in  terms  of  the  pre-determined  nor- 
mal value  of  the  multiplier. 


Summary 

Once  all  the  heterogeneous  economic  activities  of  a  city 
are  identified  between  basic  and  derivative,  a  quantity 
identification  of  these  activities  is  made  for  each  indus- 
trial category.   The  ratio  of  the  sum   of  derivative  acti- 
vities to  the  basic  activities  in  terms  of  the  unit  of 
measure  used  for  identificat;'  >n  provides  the  "local  mul- 
tipliers" .   (The  term  " employ aient  multiplier"  may  be  used 
when  employment  is  established  as  the  unit  of  measure.) 
A  comparison  is  then  possible  to  determine  the  relative 
importance  of  each  separate  industrial  category  to  the 
whole  economic  functioning  of  the  city.   This  comparison 
is  set  forth  in  either  of  two  percentage  terms  —  one,  a 
comparison  of  the  total  figure  of  each  industrial  category 
to  the  city's  total  figure,  or  two,  the  percentage  of  the 
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basic  figure  of  each  industrial  category  to  the  city's 
total  basic  figure.   The  latter  appears  to  be  a  more  posi- 
tive means  of  comparison  of  the  relative  importance  of  the 
separate  economic  categories  since  the  city's  derivative 
and  total  figures  (i.e.,  derivative  plus  basic)  are  theo- 
retically a  function  of  the  basic  figure.   The  first  com- 
parison, however,  will  provide  a  general  view  of  the  city's 
economics  as  arranged  among  the  different  industrial 
categories . 
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APPENDIX  B 


ZONING  ORDINANCE 


ZONING  ORDIN/VNCE 


Following  is  the  text  of  a  model  zoning  ordinance  which 
could  be  used  as  a  general  guide  for  updating  the  exist- 
ing ordinance  and  which,  among  other  things,  should  in- 
sure the  proper  zoning  of  land  in  conformance  with  the 
Comprehensive  Plan  as  developed  in  this  report. 
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In  developing  the  following  model  Zoning  Ordinance, 
several  alternatives  were  considered.   The  primary 
question  was  that  of  the  need  for  two  separate  Ordi- 
nances, one  for  the  City  and  one  for  the  County.   Con- 
sideration was  given  to  the  need  for  an  agricultural 
zone  in  the  City  Ordinance  and  also  the  possibility  of 
less  restrictive  conmercial  regulations  in  the  County. 
It  was  determined  that  two  separate  Ordinances  were  not 
necessary  as  the  City  should  have  an  agricultural  zone 
primarily  to  accommodate  newly  annexed  territory  until 
such  time  as  the  land  is  ready  for  development.   Also, 
commercial  restrictions  should  be  the  same  in  the  County 
as  the  City  since  in  certain  instances  the  City  will 
ultimately  be  annexing  the  development.   Furthermore, 
there  is  no  justification  for  allowing  less  desirable 
commercial  development  in  the  County.   Therefore,  the 
zoning  regulations  are  written  with  the  intent  that 
they  may  be  used  as  a  guide  for  both  Miles  City  and 
Custer  County.   The  wording  is  directed  toward  Miles 
City;  however,  the  same  regulations  may  be  adopted  by 
Custer  County  with  only  minor  word  modifications. 


i» 


CONTENTS 


Section  1     Title  1 

Section  2     Purpose  1 

Section  3     Definitions  1 

Section  4     Districts  11 

Section  5     Zone  District  Map 12 

Section  6     General  District  Regulations   ...  12 

Section  7     F-C,  Flood  Control  District  ....  13 

Section  8     A-1,  Agricultural  District   ....  15 

Section  9     R-IA,  One-Family  Dwelling 

District 25 

Section    10         R-1,    One-Faraily   Dwelling 

District 28 

Section  11    R-2,  One-  and  Two-Family 

Dwelling  District  29 

Section  12    R-3,  Multiple  Family 

Dwelling  District  30 

Section  13    R-4 ,  Mobile  Home  District 32 

Section  14    C-1,  General  Commercial  District   .  39 

Section  15    C-2,  Highway  Commercial  District   .  42 

Section  16    M-1,  Light  Industrial  District   .  .  44 

Section  17    M-2,  Heavy  Industrial  District   .  .  45 

Section  18    M-3,  Industrial  Park  District  ...  46 

Section  19    Special  Regulations  48 

iii 


CONTENTS  (Continued) 


Section  20    Vacations  56 

Section  21    Annexation  of  Additional 

Territory 56 

Section  22    Regulations  for  Nonconforming 

Us.-s 5  7 

Section  23    Board  of  Adjustment  58 

Section  24    Occupancy  Permits  62 

Section  25    Building  Inspector   64 

Section  26    Building  Permits   65 

Section  27    General  Provisions,  Legislative 

Provisions,  Penalty  67 


ZONING  ORDINANCE 


CITY  OF  MILES  CITY,  MONTANA 


n 

i 


An  ordinance  adopted  under  the  authority  conferred  by 
the  Statutes  of  the  State  of  Montana;  to  regulate  and 
restrict  the  height,  niomber  of  stories  and  size  of  build- 
ings and  other  structures,  the  percentage  of  lot  that  may 
be  occupied,  the  size  of  yards,  courts  and  other  open 
spaces,  the  density  of  population,  and  the  location  and 
use  of  buildings,  structures,  and  land  for  trade,  in- 
dustry, residence  or  other  purposes;  to  divide  the  muni- 
cipality into  districts  and  establish  by  reference  to 
maps  the  boundaries  of  said  districts  for  administration 
and  interpretation;  to  provide  for  definitions  and  for 
amendments  to  this  ordinance;  to  provide  for  its  enforce- 
ment and  prescribing  penalties  for  the  violation  of  its 
provisions;  to  provide  for  a  Board  of  Adjustment  and  de- 
fining its  powers  and  duties;  to  provide  for  invalidity 
of  a  part  and  for  repeal  of  other  ordinances  in  conflict 
with  this  ordinance;  and  to  provide  for  the  effective 
date  for  this  ordinance. 


n 


BE  IT  ORDAINED  by  the  Mayor  and  Council  of  the  City  of 
Miles  City,  Custer  County,  Montana. 


ZONING  ORDINANCE 


MILES  CITY,  MONTANA 


Section  1.   Title: 

This  ordinance  shall  be  known  as  the  "Zoning  Ordinance 
of  the  City  of  Miles  City" . 

Section  2.   Purpose: 

This  ordinance  and  the  regulations  contained  herein  have 
been  made  in  accordance  with  a  comprehensive  plan  and  de- 
signed to  lessen  congestion  in  the  streets;  to  secure 
safety  from  fire,  panic  and  other  dangers;  to  promote 
health  and  general  welfare;  to  provide  adequate  light 
and  air;  to  prevent  the  overcrowding  of  land;  to  avoid 
undue  concentration  of  population;  to  facilitate  the 
adequate  provision  of  transportation,  water,  sewerage, 
schools,  parks,  and  other  public  requirements.   The  reg- 
ulations have  been  made  with  reasonable  consideration, 
among  other  things,  to  the  character  of  the  district  and 
its  peculiar  suitability  for  particular  uses,  and  with  a 
view  to  conserving  the  value  of  buildings  and  encouraging 
the  most  appropriate  use  of  land  throughout  the  City  of 
Miles  City, 

Section  3.   Definitions: 

For  the  purpose  of  these  regulations,  certain  terms  and 
words  are  hereby  defined.   Words  used  in  the  present 
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tense  shall  include  the  future;  the  singular  number  shall 
include  the  plural  and  the  plural  the  singular;  the  word 
"building"  shall  include  the  word  "structure"  and  the 
word  "shall"  is  mandatory  and  not  directory. 

1.  Accessory  buildings  and  uses.   A  subordinate  build- 
ing or  portion  of  the  main  building,  the  use  of  whicli 
is  incidental  to  that  of  the  main  building  or  to  the 
main  use  of  the  premises.   An  accessory  use  is  one 
which  is  incidental  to  the  main  use  of  the  premises. 

2.  Alley.   A  way  which  affords  only  a  secondary  moans 
of  access  to  abutting  property. 

3.  Apartment.   A  room  or  suite  of  rooms  in  a  multiple 
dwelling  used  or  designed  for  occupancy  by  a  single 
family. 

4.  Basement.   A  story  having  part,  but  not  more  than 
one-half  (1/2)  of  its  height  below  grade.   A  basement 
is  counted  as  a  story  for  the  purposes  of  height  reg- 
ulations if  subdivided  and  used  for  dwelling  purposes 
other  than  by  a  janitor  employed  on  the  premises. 

5.  Block.   That  property  abutting  on  one  side  of  a  street 
and  lying  between  the  two  nearest  intersecting  or  in- 
tercepting streets  or  nearest  intersecting  or  inter- 
cepting street  and  railroad  right-of-way,  waterway  or 
other  barrier  to  or  gap  in  the  continuity  of  develop- 
ment along  such  street. 


Board  of  Adjustment. 
City,  Montana. 


The  Board  of  Adjustment  of  Miles 


7.  Boarding  house.   See  Lodging  House. 

8.  Building.   See  Structure. 

9.  Building  area.  That  portion  of  the  lot  that  can  be 
occupied  by  the  principal  use,  excluding  the  front, 
rear  and  side  yards. 


10.   Building,  height  of.   The  vertical  distance  from 
the  grade  to  the  highest  point  of  the  coping  of  a 
flat  roof  or  the  deck  line  of  a  mansard  roof  or  to 
the  mean  height  level  between  eaves  and  ridge  for 
gable,  hip  and  gambrel  roofs. 


11. 


Building  official  (inspector) 
of  Miles  City,  Montana. 


The  Building  Official 


12.  Cellar.   A  story  having  more  than  one-half  (1/2)  of 
its  height  below  grade.   A  cellar  is  not  included  in 
computing  the  number  of  stories  for  purpose  of  height 
measurement. 

13.  Court.   An  open  unoccupied  space  on  the  same  lot  with 
a  building  and  bounded  on  two  or  more  sides  by  such 
building,  or  the  open  space  provided  for  access  to 

a  dwelling  group. 

14.  District.   A  section  or  sections  of  Miles  City  for 
which  regulations  governing  the  use  of  buildings  and 
premises,  the  height  of  buildings,  the  size  of  yards, 
and  the  intensity  of  use  are  uniform. 

15.  Dwelling.   Any  building  or  portion  thereof  which  is 
designed  and  used  exclusively  for  residential  purposes. 


16, 


Dwelling,  single  family.   A  building  having  accommo- 
dations for  and  occupied  exclusively  by  one  family. 


17. 


Dwelling,  two  family.   A  building  having  accommoda- 
tions for  and  occupied  exclusively  by  two  families. 


18,  Dwelling,  multiple.   A  single  building  designed  for 
and  occupied  exclusively  by  more  than  two  families. 

19.  Dwelling  unit.   One  or  more  rooms  in  a  dwelling  de- 
signed for  occupancy  by  only  one  family  unit. 


* 
*\ 


20.  Family.   One  or  more  persons  related  by  blood,  mar- 
riage or  adoption  occupying  a  dwelling  unit  as  mem- 
bers of  a  single  housekeeping  organization.   A  fam- 
ily may  include  not  more  than  two  persons  not  related 
by  blood,  marriage  or  adoption. 

21.  Feed  lot.   Use  Assessor's  definition. 

22.  Floor  area.   The  total  number  of  square  feet  of  floor 
space  within  the  exterior  walls  of  a  building,  not 
including  space  in  cellars,  basements,  carports  or 
garages. 

23.  Frontage.   All  the  property  on  one  side  of  a  street 
between  two  intersecting  streets  (crossing  or  termi- 
nating) measured  along  the  property  line  of  the  street, 
or  if  the  street  is  dead  ended,  then  all  of  the  pro- 
perty abutting  on  one  side  between  an  intersecting 
street  and  the  dead  end  of  the  street. 

24.  Garage,  private.   An  accessory  building  or  portion 
of  a  main  building  on  the  same  lot  and  used  for  the 
storage  only  of  private,  passenger  motor  vehicles, 
not  more  than  two  of  which  are  owned  by  others  than 
the  occupants  of  the  main  building. 

25.  Garage,  public.   A  building  or  portion  of  a  building, 
except  any  herein  defined  as  a  private  garage  or  as 

a  repair  garage,  used  for  the  storage  of  motor  ve- 
hicles, or  where  any  such  vehicles  are  kept  for  re- 
muneration or  hire,  in  which  any  sale  of  gasoline, 
oil  and  accessories  is  only  incidental  to  the  prin- 
cipal use. 

26.  Garage,  repair.   A  building  or  space  for  the  repair 
or  maintenance  of  motor  vehicles,  but  not  including 
factory  assembly  of  such  vehicles,  auto  wrecking  es- 
tablishments or  junk  yards. 
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27.  Guest  room.   A  room  occupied  by  one  or  more  gucsLii 
for  compensation  and  in  which  no  provision  is  made 
for  cooking,  but  not  including  rooms  in  a  dormitory 
for  sleeping  purposes  primarily. 

28.  Home  occupation.   Any  occupation  or  activity  carried 
on  in  a  dwelling  by  a  member  or  members  of  the  imme- 
diate family  residing  therein.   Home  occupation  shall 
include  the  use  of  a  dwelling  as  an  office  by  a  doc- 
tor, dentist,  lawyer,  clergyman,  or  other  person  re- 
siding therein  and  not  employing  more  than  one  person 
outside  the  immediate  family  residing  therein.   In 
connection  with  a  home  occupation,  no  sign  or  dis- 
play other  than  a  name  plate  not  more  than  two  square 
feet  in  area  shall  be  used  to  indicate  from  the  ex- 
terior that  the  building  is  being  utilized  in  part 
for  any  purpose  other  than  that  of  a  dwelling.   No 
commodity  shall  be  sold  in  connection  with  the  home 
occupation  except  that  which  is  prepared  in  the  dwell- 
ing or  except  that  which  is  furnished  in  connection 
with  services  rendered  therein.   No  mechanical  equip- 
ment shall  be  used  in  connection  with  the  home  occu- 
pation which  shall  be  objectionable  to  the  surround- 
ing residential  district  and  any  equipment  permitted 
in  this  section  shall  be  properly  protected  or 
grounded  as  necessary. 

29.  Hotel  or  motel.   A  building  used  as  a  transient 
abiding  place  for  persons  who  are  lodged  for 
compensation . 

30.  Household  pets.   Household  pets  shall  mean  animals 
permitted  in  the  house  as  a  custom  in  the  community 
and  kept  for  company  or  pleasure  and  including,  but 
not  limited  to,  dogs,  cats  and  birds,  providing  tliat 
such  animals  are  not  kept  to  supplement  food  sup- 
plies, or  for  any  commercial  purpose  whatsoever 
other  than  the  offering  for  sale  of  one  (1)  litter, 
brood  or  offspring  (of  a  household  pet  domiciled 

on  the  premises),  at  any  one  time,  that  is   less 
than  six  (6)  months  old. 


'I 
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31.  Institutions .  A  building  occupied  by  a  non-proTit 
corporation  or  non-profit  establishment  for  pulolic 
use. 

32.  Junk  yard.   An  area  of  more  than  two  hundred  square- 
feet,  or  any  area  not  more  than  fifty  feet  from  any 
street,  used  for  the  storage,  keeping  or  abandonment 
of  junk,  including  scrap  metals  or  other  scrap  ma- 
terials or  goods,  or  used  for  the  dismantling,  de- 
molition or  abandonment  of  automobiles  or  other 
vehicles  or  machinery,  or  parts  thereof, 

33.  Kennel .   A  kennel  is  any  building,  structure  or 
open  space  devoted  in  its  entirety  or  in  part  to 
the  raising,  boarding  or  harboring  of  four  (4)  or 
more  dogs,  that  are  more  than  six  (5)  months  old, 
or  of  more  than  one  (1)  litter. 

34.  Lodging  house.   A  building  or  place  where  lodging 
or  lodging  and  boarding  is  provided  (or  equipped  to 
provide  lodging  regularly)  by  pre-arrangement  for 
definite  periods  of  time,  for  compensation,  for  three 
or  more  persons  in  contra-distinction  to  hotels  open 
to  transients. 

35.  Lot  or  parcel.   A  piece,  plot  or  area  of  land,  of 
contiguous  assemblage  as  established  by  survey,  plat 
or  deed,  occupied  or  to  be  occupied  by  a  building, 

or  a  unit  group  of  buildings,  and/or  accessory  build- 
ings thereto  or  for  other  use,  together  with  such 
open  spaces  as  may  be  required  under  these  regula- 
tions and  having  its  frontage  on  a  street  or  offi- 
cially approved  place. 

36.  Lot  area.   The  legal  area  within  the  lot  lines. 

37.  Lot,  corner.   A  lot  abutting  upon  two  or  more  streets 
at  their  intersection. 


38. 


Lot,  depth  of.   The  mean  horizontal  distance  between 
the  front  and  rear  lot  lines. 


39.   Lot,  double  frontage.   A  lot  having  a  frontage  on 

two  non-intersecting  streets,  as  distinguished  from 
a  corner  lot. 
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40.   Lot  Frontage.   The  distance  parallel  to  the  front 
lot  line  measured  between  side  lot  lines  at  the 
front  setback  line. 


41. 


Lot,  interior.   A  lot  other  than  a  corner  lot. 


42.  Lot,  of  record.   A  lot  which  is  a  part  of  a  subdi- 
vision, the  plat  of  which  has  been  recorded  in  the 
Office  of  the  County  Clerk  and  Recorder  of  Custer 
County,  Montana,  or  a  parcel  of  land,  the  deed  to 
which  was  recorded  in  the  Office  of  the  County  Clerk 
and  Recorder  of  Custer  County,  Montana,  prior  to  the 
adoption  of  these  regulations. 

43.  Mobile  home  (trailer) .   A  single  or  multi-family 
residential  unit  which  is  designed  to  be  transported 
and  can  support  long  term  o  T-upancy  and  requires  only 
minor  work  after  arrival  on  che  site  prior  to  occu- 
pancy, in  contra-distinction  to  a  prefabricated  living 
unit  designed  to  become  a  structure. 

44.  Mobile  home  court.   A  parcel  of  land  where  one  or 
more  trailers  can  be  or  are  intended  to  be  parked 

to  be  used  as  a  living  unit  for  one  or  more  families. 

45.  Mobile  home  subdivision.   A  mobile  home  subdivision 
is  an  area  of  land  subdivided  for  residential  use 
for  residents  in  mobile  homes  exclusively  and  con- 
taining lots  in  divided  or  separate  ownership. 
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46.  Non -con forming  uses.   Any  building  or  land  lawfully 
occupied  by  a  use  at  the  time  of  passage  of  this 
ordinance  or  amendment  thereto,  which  does  not  con- 
form after  the  passage  of  this  ordinance  or  amend- 
ment thereto  with  the  use  regulations  of  the  dis- 
trict in  which  it  is  situated. 

47.  Nursing  home  or  convalescent  home.   A  home  for  the 
aged  or  infirmed  in  which  three  or  more  persons  not 
of  the  immediate  family  are  received  and  provided 
with  food,  shelter  or  care  for  compensation. 

48.  Parking  space.   An  area,  enclosed  or  unenclosed, 
sufficient  in  size  to  store  one  automobile,  to- 
gether with  a  driveway  connecting  the  parking  space 
with  a  street  or  alley  and  permitting  ingress  and 
egress  of  an  automobile.   (Approximately  400  square 
feet  per  automobile.) 


49. 


Planning  Board.   The  City-County  Planning  Board  of 
Miles  City-Custer  County,  Montana. 


50.  Premises .   A  lot,  together  with  all  buildings  and 
structures  thereon. 

51.  Public  utility.   Any  person,  firm,  corporation, 
municipal  department  or  board  duly  authorized  to 
furnish  and  furnishing  under  public  regulations, 

to  the  public,  electricity,  gas,  heat,  power,  steam, 
telephone,  telegraph,  transportation  or  water. 


52.   Service  (filling)  stations.   Any  building  or  pre- 
mises where  automobile  fuels  are  stored  underground 
and  made  available  for  sale  and  dispensing,  through 
fixed  equipment  into  fuel  tanks  of  motor  vehicles 
and  where  automobile  lubricants,  supplies  and  ac- 
cessories and  related  services  to  motorists  may  or 
may  not  be  available  except  that  if  the  sale  and 


dispensing  of  automobile  fuels  is  incident  to  tlie 
conduct  of  a  public  garage,  the  premises  arc  classi- 
fied as  a  public  garage. 

53.  Signs .   Any  outdoor  advertising  having  a  permanent 
location  on  the  ground,  or  attached  to  or  painted 
on  a  building,  including  bulletin  boards,  bill- 
boards, and  poster  boards,  or  any  device  designed 
to  inform  or  attract  attention. 

54.  Story.   That  portion  of  a  building,  other  than  a 
cellar,  included  between  the  surface  of  any  floor 
and  the  surface  of  the  floor  next  above  it,  or,  if 
there  is  no  floor  above  it,  then  the  space  between 
the  floor  and  the  ceiling  next  above  it. 

55.  Story,  half.  A  space  under  a  sloping  roof  which 
has  the  line  of  intersection  of  roof  decking  and 
wall  face  not  more  than  three  feet  above  the  top 
floor  level,  and  in  which  space  not  more  than  50 
percent  of  the  floor  area  is  or  may  be  finished 
off  for  use. 


0 
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56.  Street.   Any  thoroughfare  or  public  space  which  has 
been  dedicated  to,  and  accepted  by,  the  public  for 
public  use,  and  includes  all  the  area  between  the 
right-of-way  side  lines. 

57.  Street  line.  A  dividing  line,  such  as  the  right- 
of-way  side  line,  between  a  lot,  tract,  or  parcel 
of  land  and  a  contiguous  street. 

58.  Structure.   Anything  constructed  or  erected,  the 
use  of  which  requires  permanent  location  on  the 
ground  or  attached  to  something  having  a  permanent 
location  on  the  ground,  including,  but  without 
limiting  the  generality  of  the  foregoing,  advertis- 
ing signs,  billboards,  backstops  for  tennis  courts 
and  arbors  or  breeze-ways,  but  excepting  utility 
poles,  fences,  retaining  walls  and  ornamental  light 
fixtures. 
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59.   Structural  alterations.   Any  change  in  the  support- 
ing members  of  a  building,  such  as  bearing  walls  or 
partitions,  columns,  beams,  or  girder,  or  any  com- 
plete rebuilding  of  the  roof  or  exterior  walls. 


60. 


Trailers.   See  Mobile  Home, 


61, 


Trailer  court.   See  Mobile  Home  Court. 


62.  Use.   The  purpose  for  which  land  or  a  building  or 
structure  thereon  is  designed,  arranged,  intended 
or  maintained  or  for  which  it  is  or  may  be  used  or 
occupied. 

63.  Variance.   The  relaxation  of  the  terms  of  the  Zoning 
Regulations  in  relation  to  height,  area,  size  and 
open  spaces  where  specific  physical  conditions, 
unique  to  the  site,  would  create  an  unreasonable 
hardship  in  the  development  of  the  site  for  per- 
mitted uses. 

64.  Yard.   An  open  space  on  the  same  lot  with  a  building, 
unoccupied  and  unobstructed  by  any  portion  of  a  struc- 
ture from  the  ground  upward,  except  as  otherwise  pro- 
vided herein.   In  measuring  a  yard  for  the  purpose 

of  determining  the  width  of  side  yard,  the  depth  of 
a  front  yard  or  the  depth  of  a  rear  yard,  the  mini- 
mum horizontal  distance  between  the  lot  line  and  the 
main  building  shall  be  used. 


65.  Yard,  front.   A  yard  extending  across  the  front  of 
a  lot  between  the  side  lot  lines  and  extending  from 
the  front  lot  line  to  the  front  of  the  main  building 
or  any  projections  thereof. 

66.  Yard,  rear.   A  yard  extending  across  the  rear  of  a 
lot,  measured  between  the  side  lot  lines,  and  being 
the  minimum  horizontal  distance  between  the  rear  lot 
line  and  the  rear  of  the  main  building  including  any 
projections.   On  interior  lots  the  rear  yard  shall 
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in  all  cases  be  at  the  opposite  end  of  Lhe  lot  from 
the  front  yard.   In  the  case  of  through  lots  and 
corner  lots  there  will  be  no  rear  yards,  but  only 
front  and  side  yards. 

67.   Yard,  side.   A  yard  extending  from  the  front  yard 
to  the  rear  yard  and  being  tha  space  between  the 
side  lot  line  and  the  side  of  the  main  building  in- 
cluding any  projections. 


Section  4. 


Districts; 


In  order  to  regulate  and  restrict  the  use  of  the  land, 
the  erection,  construction  and  alteration  of  buildings 
and  structures;  to  regulate  and  limit  the  height  of  build- 
ings and  structures  hereafter  erected  or  structurally 
altered;  to  regulate  and  determine  the  area  of  yards  and 
other  spaces  about  buildings;  to  regulate  and  limit  the 
density  of  population;  to  regulate  and  restrict  the  loca- 
tion of  trades,  callings,  industries  and  the  location  of 
buildings  and  structures  designed  for  specific  uses;  and 
to  promote  public  health,  safety,  morals  and  general  wel- 
fare, all  lands  within  the  corporate  limits  of  the  City 
of  Miles  City  are  hereby  divided  into  twelve  (12)  dis- 
tricts, as  follows: 


F- 

-C 

district; 

A- 

-1 

district; 

R- 

-lA  district 

R- 

-1 

district; 

R- 

-2 

district; 

R- 

-3 

district; 

R- 

-4 

district; 

C- 

-1 

district; 

C- 

-2 

district; 

M- 

-1 

district; 

M- 

-2 

district; 

M- 

-3 

district; 

or  flood  control  district, 
or  agricultural  district. 
;  or  one-family  dwelling  district, 
or  one-family  dwelling  district, 
or  one-  and  two-family  dwelling  district, 
or  multiple  family  dwelling  district, 
or  mobile  home  district, 
or  general  commercial  district, 
or  highway  commercial  district, 
or  light  industrial  district, 
or  heavy  industrial  district, 
or  industrial  park  district. 
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Section  5.   Zone  District  Map: 

Boundaries  of  the  zone  districts  enumerated  in  Section  4 
hereof  are  hereby  established  as  shown  on  a  map  prepared 
for  that  purpose,  which  said  map  is  hereby  designated  as 
the  Zone  District  Map,  and  said  map  and  all  the  notations, 
references  and  information  shovm  thereon  is  hereby  made  a 
part  hereof  as  though  same  were  set  forth  in  full  herein. 
Said  map  and  all  changes,  amendments  and  additions  thereto 
shall  be  kept  on  file  in  the  office  of  the  City  Engineer 
of  said  City.   Said  map  shall  be  kept  up-to-date  at  all 
times  by  the  Building  Inspector  of  said  City.   When  de- 
finite distances  in  feet  are  not  shown  on  the  Zone  Dis- 
trict Map,  the  district  boundaries  are  intended  to  be 
along  the  center  line  of  existing  streets,  alleys  or 
other  rights-of-way  or  along  platted  lot  lines,  or  ex- 
tensions of  the  same,  and  if  the  exact  location  of  such 
lines  is  not  clear,  it  shall  be  determined  by  the  Building 
Inspector,  due  consideration  being  given  to  location  as 
indicated  by  the  scale  of  the  Zone  District  Map.   When 
streets  or  alleys  on  the  ground  differ  from  streets  and 
alleys  as  shown  on  the  Zone  District  Map,  the  Zoning  Com- 
mission may  apply  the  district  designations  on  the  map  to 
the  streets  or  alleys  on  the  ground  in  such  a  manner  as  to 
conform  to  the  intent  and  purpose  of  these  regulations. 

Section  6.   General  District  Regulations: 

1.  No  building  shall  hereafter  be  erected,  reconstructed, 
altered,  enlarged  or  moved,  nor  shall  any  building  or 
land  be  used  for  any  purpose  other  than  for  a  use 
permitted  herein,  in  the  district  in  which  located. 

2.  No  building  shall  hereafter  be  erected,  reconstructed, 
structurally  altered,  enlarged  or  moved  so  as  to  ex- 
ceed the  building  height  limit  established  herein  for 
the  district  in  which  located. 

3.  No  lot  shall  be  so  reduced  or  diminished,  nor  shall 
any  structure  be  so  enlarged  or  moved,  as  to  reduce 

or  diminish  the  yards,  lot  area  or  open  space  required 
herein  in  the  district  in  which  located. 
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4.  No  yard  or  other  open  space  required  herein  for  any 
building  shall  be  considered  as  providing  a  yard  or 
open  space  for  any  other  building,  and  no  yard  or 
open  space  on  an  adjoining  lot  or  parcel  of  property 
shall  be  considered  as  providing  a  yard  or  open  space 
on  a  lot  or  parcel  whereon  a  building  is  to  bo  erected. 

5.  Every  building  hereafter  erected  shall  be  located  on 
a  lot,  as  defined  herein,  and  in  no  case  shall  there 
be  more  than  one  main  building  on  one  lot  except  as 
may  be  otherwise  provided  herein. 

6.  Every  building  containing  one  or  more  dwelling  units 
or  guest  rooms  shall  be  erected  on  a  lot  at  least 
one  line  of  which  abuts  for  not  less  than  twenty-five 
feet  along  a  public  street  or  along  a  permanent,  un- 
obstructed easement  of  access  to  the  lot  from  a  puljlic 
street,  said  access  being  approved  by  the  Building 
Inspector  as  adequate  for  the  purpose. 

7.  The  listing  of  any  use  as  being  permitted  in  any  par- 
ticular district  shall  be  deemed  to  be  an  exclusion 
of  such  use  from  any  other  district,  unless  such  use 
is  specifically  permitted  in  the  other  district  under 
the  language  set  forth  in  the  permitted  uses. 

8.  Off-street  parking  spaces  in  all  districts  shall  bo 
provided  in  accordance  with  the  requirements  for  spe- 
cific uses  set  forth  in  Section  19. 

9.  Signs  for  permitted  uses  in  all  districts  shall  be 
in  accordance  with  the  requirements  set  forth  in 
Section  19. 

Section  7.   F-C,  Flood  Control  District: 

A.   Permitted  Uses;   In  F-C,  Flood  Control  Districts,  no 
building  or  premises  shall  be  used  and  no  building 
shall  be  hereafter  erected  or  structurally  altered 
except  for  one  of  the  following  purposes: 

1.   General  farming  and  dairying,  including  the  sale 
of  the  product  of  the  farm. 
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2.  Greenhouses  and  nurseries,  provided  that  storage 
of  manure  shall  not  be  permitted  nearer  than  one 
hundred  fifty  (150)  feet  to  any  lot  line. 

3.  Fish  hatcheries,  fur  farms  and  dog  kennels. 

4.  The  growing  and  preservation  of  trees,  provided 
that  storage  of  manure  shall  not  be  permitted 
nearer  than  one  hundred  fifty  (150)  feet  to  any 
lot  line. 

5.  Roadside  stands  for  operation  during  six  months 
of  the  year  for  the  sale  of  the  products  produced 
on  the  farm. 

6.  Radio  or  television  towers,  provided  they  are 
situated  on  a  lot  where  the  setback  from  all  pro- 
perty lines  is  equal  to  the  height  of  the  tower. 

7.  Stock  raising,  but  not  including  feed  lots. 

8.  Oil  wells. 

9.  Accessory  buildings  and  uses  customarily  incident 
to  the  uses  permitted  in  this  district. 

B.   Conditional  Uses; 

1.  Airports,  provided: 

a.  They  do  not  endanger  the  immediate  area. 

b.  They  meet  all  local.  State  and  Federal 
regulations. 

2.  Other  conditional  uses.   The  Board  of  Adjustment 
may,  when  it  is  deemed  advisable,  authorize  and 
permit  other  conditional  uses  as  listed  below. 

No  such  conditional  use  permit  shall  be  effective 
except  after  investigation  and  recommendations 
from  the  Planning  Board  and  until  after  a  special 
hearing  thereon  is  held  by  the  Board  of  Adjustment. 
Notice  of  such  hearing  shall  be  given  by  publica- 
tion and  posting  in  the  same  manner  as  is  provided 
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by  State  Statutes  for  zoning  changes  and  excep- 
tions. Property  uses  requiring  conditional  use 
permits  include: 

a.  Marinas 

b.  Cemeteries 

c.  Private  clubs 

d.  Gun  clubs,  skeet  shoots,  or  target  ranges 

e.  Golf  driving  ranges 

f.  Amusement  parks,  commercial  baseball  or 
athletic  fields,  race  tracks,  circuses, 
carnivals,  fairgrounds. 

C.   Area  Regulations;   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows: 

1.  Minimum  lot  frontage.   There  shall  be  a  lot 
frontage  of  not  less  than  two  hundred  (200)  feet 
for  all  principal  structures. 

2.  Minimum  front  yard.   Measured  from  the  front 
property  line  there  shall  be  a  front  yard  of  not 
less  than  one  hundred  fifty  (150)  feet. 

3.  Minimum  rear  yard.   Measured  from  the  rear  pro- 
perty line  every  principal  building  shall  have  a 
rear  yard  of  not  less  than  twenty-five  (25)  per- 
cent of  the  depth  of  the  lot  and  for  every  acces- 
sory building  there  shall  be  a  rear  yard  of  not 
less  than  ten  (10)  feet. 

4.  Minimum  side  yard.   Measured  from  the  side  pro- 
perty lines  there  shall  be  side  yards  of  not  less 
than  fifteen  (15)  feet  on  each  side  of  the  lot. 

Section  8.   A-1,  Agricultural  District: 

A.   Permitted  Uses;   In  A-1,  Agricultural  Districts,  no 
building  or  premises  shall  be  used  anr  no  building 
shall  be  hereafter  erected  or  structui.  ally  altered 
except  for  one  of  the  following  purposes: 
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1. 


All  uses  permitted  in  the  F-C  District  as  stated 
therefor. 


One-feunily  dwellings. 

Churches,  schools,  libraries,  community  centers, 
public  parks  and  other  public  buildings  and  rec- 
reational facilities. 


4. 


Educational;  religious  and  philanthropic  institu- 
tions, but  not  including  penal  or  mental  institutions. 


5.  Riding  academies  and  public  stables,  provided  that 
storage  of  manure  shall  not  be  permitted  nearer 
than  one  hundred  fifty  (150)  feet  to  any  lot  line. 

6.  Home  occupations,  provided  that  not  more  than 
twenty-five  (25)  percent  of  the  dwelling  is  used 
for  such  purposes. 

7.  Electric  substations  and  gas  regulator  stations, 
provided  that  for  each  electric  substation  where 
transformers  are  exposed  there  shall  be  an  en- 
closing fence  at  least  six  (6)  feet  high. 

8.  Fire  stations,  police  stations  and  telephone 
exchanges . 

9.  Accessory  buildings  and  uses  customarily  incident 
to  the  uses  permitted  in  this  district. 

B.   Conditional  Uses; 

1.  Hospitals  and  sanitariums  for  contagious  or  in- 
fectious diseases  provided: 

a.  The  Board  of  Adjustment  shall  approve  the 
location  of  said  hospital  or  sanitarium. 

b.  The  Board  of  Adjustment  shall  prescribe  all 
setback  requirements. 

2.  Water  reservoirs,  water  storage  tanks,  water 
pumping  stations  and  sewer  lift  stations  provided: 
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a.  For  each  instance  the  applicant  shall  provide 
the  Board  of  Adjustment  with  plot  plans  show- 
ing the  proposed  installation  and  its  rela- 
tionship to  any  nearby  property. 

b.  The  Board  of  Adjustment  shall  prescribe  con- 
ditions as  to  setbacks,  etc.,  for  each 
installation. 

Airports,  provided: 

a.  They  do  not  endanger  the  immediate  area. 

b.  They  meet  all  local.  State  and  Federal 
regulations. 

Livestock  sales  rings  provided: 

a.  Auctioning  of  farm  implements  shall  be  con- 
ducted as  a  secondary  "service"  or  "conven- 
ience" to  the  livestock  auction  and  shall, 
in  no  manner,  be  conducted  for  the  sale  of 
general  household  wares,  household  appliances 
or  furniture,  miscellaneous  items  or  junk. 

b.  Parking  or  storage  area  for  farm  implements 
must  be  screened  and  enclosed  by  a  chain  link 
fence  at  least  six  (6)  feet  high.   No  piece 
of  farm  equipment  shall  remain  on  the  pre- 
mises for  more  than  fifteen  (15)  consecutive 
days  except  for  machinery  used  for  maintenance 
of  the  livestock  sales  ring  and  premiser- . 

c.  All  corrals,  or  pens  for  live  animals  shall 
be  placed  at  least  two  hundred  (200)  feet 
from  any  public  street  or  public  road. 

d.  The  area  shall  include  adequate  off-street 
parking  for  automobiles  as  well  as  trucks 
and  shall  be  designed  to  provide  adequate 
truck  maneuvering  space  for  both  loading  and 
unloading  of  trucks. 

e.  Livestock  sales  rings  shall  not  be  operated 
in  any  manner  so  as  to  impair  or  in  anywise 
affect  the  public  health,  safety  or  welfare; 
or  to  operate  said  livestock  sales  ring  in 
any  manner  as  to  be  a  public  nuisance. 
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No  unusual  amount  of  odor  or  noise  dissemi- 
nated beyond  the  boundaries  of  the  premises 
on  which  the  use  is  located  shall  be  permitted. 
No  more  than  ten  (10)  percent  of  the  total 
number  of  animals  present  for  sale  at  any  one 
auction  shall  be  kept  on  the  premises  for  more 
than  ten  (10)  consecutive  days  following  each 
auction. 

The  special  peinnit  for  operation  of  a  live- 
stock auction  ring,  as  provided  in  these  reg- 
ulations, shall  be  revoked,  if  inspection  by 
the  Board  of  Adjustment  or  its  representatives 
reveals  that  the  feeding  and  keeping  of  ani- 
mals, as  in  the  manner  of  a  feed  lot,  is  the 
primary  use  of  the  premises. 
Storage  of  manure  shall  not  be  permitted. 
Use  of  a  building  or  structure  (temporary  or 
permanent)  for  restaurant  or  "coffee  shop" . 
Structures  used  for  such  purposes  shall  be 
subject  to  all  regulations  of  the  Miles  City 
Building  Code  and  local  health  jurisdiction. 
When  the  application  for  livestock  auction 
rings  is  filed  with  the  Board  of  Adjustment 
the  applicant  shall  present  a  plan  showing 
the  proposed  development.   Included  in  the 
plan  shall  be  the  following: 

(1)  Topographic  map  showing  two  (2)  foot 
contour  intervals. 

(2)  Drainage  plan  showing  method  of  handling 
drainage  problems  including  storm  sewer 
drainage  location,  if  necessary. 

(3)  Location  of  existing  utilities  and  pro- 
posed utility  extensions. 

(4)  Letters  of  commitment  or  intent  from 
the  City  Engineer  concerning  satisfac- 
tory water  and  sanitary  sewer  service, 
or  from  the  local  health  jurisdiction 
concerning  satisfactory  wells  and  septic 
tanks . 

(5)  Plat  showing  dimensions  and  locations  of 
all  structures,  existing  or  proposed,  on 
the  tract  of  land. 
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Parking  plan  defining  off-street  parking 
areas.   Such  plan  is  subject  to  the  pro- 
visions of  these  regulations. 
Driveway  plan  indicating  all  interior 
driveways,  curb  cuts  and  areas  for 
maneuvering  trucks . 


Animal  feed  lots  shall  be  permitted  subject  to 
conditions  set  forth  below: 

a.  No  unusual  amount  of  odor  or  noise  shall  be 
disseminated  beyond  the  boundaries  of  the 
premises  on  which  the  use  is  located. 

b.  Storage  of  manure  shall  not  be  permitted 
within  two  hundred  (200)  feet  of  any  lot 
line. 

c.  All  corrals,  pens  and  buildings  shall  be  lo- 
cated at  least  two  hundred  (200)  feet  from 
any  lot  line. 

d.  When  the  application  for  feed  lots  is  filed 
with  the  Board  of  Adjustment,  the  applicant 
shall  present  a  plan  showing  the  proposed 
development.   Included  in  the  plan  shall  be 
the  following: 

(1)   Topographic  map  showing  two  (2)  foot 
contours . 
Drainage  plan. 

Location  of  existing  utilities  and  pro- 
posed utility  extensions. 

Letters  of  commitment  or  intent  from  the 
City  Engineer  concerning  satisfactory 
water  and  sanitary  sewer  service  or  from 
the  local  health  jurisdiction  concerning 
satisfactory  wells  and  septic  tanks. 
Plat  showing  dimensions  and  locations 
of  all  structures,  existing  or  proposed, 
on  the  tract  of  land. 

Parking  and  loading  plan  defining  off- 
street  parking  and  loading  areas.   Such 
plan  is  subject  to  Section  19  of  these 
regulations. 

Driveway  plan  indicating  all  interior 
driveways,  curb  cuts  and  area  for 
maneuvering  trucks. 


(2) 
(3) 

(4) 


(5) 


(6) 


(7) 
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(8)  Affirmative  petition  signed  by  at  least  75 
percent  of  the  property  owners  within  a 
two-mile  radius  or  the  site  of  the  proposed 
feed  lot. 

(9)  All  plans,  plot  plans  and  petitions  as 
required  must  be  submitted  to  the  City- 
County  Planning  Board  for  approval  at 
least  thirty  (30)  days  prior  to  the 
hearing  date  before  the  Board  of  Adjustment. 

6.   Rock  crushers,  concrete  and  asphalt  mixing  plants, 
sand  and  gravel  pits  or  any  other  such  excavation 
or  surface  mining  shall  be  allowed  provided  they 
meet  the  following  requirements: 

a.  When  the  application  is  filed,  the  applicant 
shall  provide  a  plan  showing  the  land  pro- 
posed for  excavation.   This  plan  shall  show 
the  contours  of  the  land  on  at  least  five  (5) 
foot  contour  intervals,  any  improvements 
thereon  and  to  a  distance  of  three  hundred 
(300)  feet  in  all  directions  from  the  subject. 

b.  Concurrent  with  the  above,  the  applicant  shall 
also  provide  a  plan  showing  the  contemplated 
changed  condition  of  the  land  due  to  the  ex- 
cavation.  This  plan  must  include  the  contem- 
plated re-use  of  the  land,  what  curing  of  the 
land  is  planned  and  the  contours  on  at  least 
five  (5)  foot  intervals. 

c.  No  excavation  or  processing  of  excavated  ma- 
terials shall  be  permitted  nearer  than  thirty 
(30)  feet  to  the  boundary  of  adjacent  property 

nor  nearer  than  one  hundred  tw.ity-five  (125) 
feet  to  any  existing  residence,  unless  by 
written  agreement  the  owner  or  owners  of  such 
adjacent  property  consent  to  a  lesser  dis- 
tance and  the  Board  of  Adjustment  approves 
such  lesser  distance.   The  Board  of  Adjust- 
ment may  set  a  greater  distance  than  above 
mentioned  when  in  their  opinion  it  is 
justified. 

d.  The  Board  of  Adjustment  shall  specify  the 
degree  of  slopes  of  banks  for  all  excavations. 
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the  depth  of  and  the  distance  from  any  pub- 
lic structures  when  excavations  are  made  in 
or  near  streami  beds.   When  excavations  are 
near  or  adjacent  to  irrigation  canals  or 
ditches  the  applicant  shall  secure  a  written 
agreement  from  the  ditch  company  or  from  of- 
ficials responsible  for  the  canals  or  ditches 
indicating  their  determination  as  to  setbacks 
from  public  rights-of-way  when  excavation  is 
contemplated  near  such  rights-of-way. 

e.  Sand  and  gravel  shall  be  excavated  in  such  a 
manner  so  as  to  assure  the  convenient  restor- 
ation of  the  land  and  to  hold  to  a  minimum 
any  adverse  effects  to  adjacent  land  as  a 
result  of  piling  or  storing  the  overburden 
material. 

f.  The  sand  and  gravel  shall  be  excavated  in 
such  a  manner  so  as  to  leave  an  average  of 
two  (2)  feet  of  undisturbed  sand  or  gravel, 
as  evenly  as  possible,  over  the  entire  ex- 
cavation tract,  to  provide  a  water  bearing 
strata  for  any  existing  ground  water,  and 
more  if  the  Board  of  Adjustment  deems 
necessary. 

g.  After  an  excavation  has  been  complefred,  the 
operator  shall  spread  evenly  over  t;  a  bottom 
of  the  excavation  the  excess  waste  materials. 
He  then  shall  spread  evenly  the  topsoil  to 

a  minimum  depth  of  six  (6)  inches.   Th  ;  top- 
soil  shall  be  spread  last  so  as  to  produce 
a  new  surface  for  the  purpose  of  growing 
crops,  trees,  shrubs,  etc.   Operations  shall 
be  conducted  in  such  a  manner  that  excavated 
areas  will  not  collect  or  permit  stagnant 
water  to  remain  therein, 
h.   An  excavation  operation  shall  maintain  haul- 
age roads  within  the  premises  covered  by  the 
permit  and  such  roads  shall  be  kept  in  a 
reasonably  dust-free  condition  when  said  dust 
would  be  injurious  to  bordering  premises. 
The  Board  of  Adjustment  shall  specify  the 
conditions  in  each  instance  to  insure  this 
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requirement.   The  hours  of  operation,  unless 
otherwise  specified  by  the  Board  of  Adjust- 
ment shall  be  from  six  a.m.  to  ten  p.m.,  or 
unless  a  national  emergency  arises  or  special 
permission  is  granted  by  the  Board  of  Adjustment, 
i.   Rock  crushers,  concrete  and  asphalt  mixing 
plants  may  be  permitted  providing  the  Board 
of  Adjustment  finds  that  the  following  facts 
prevail: 

(1)  The  use  is  accessory  to  the  sand  and 
gravel  operation,  and 

(2)  In  the  finished  product  the  operator 
uses  the  product  of  the  sand  and  gravel 
pit  on  which  the  operation  is  proposed. 
The  Board  of  Adjustment  may  set  out  ad- 
ditional conditions  under  which  these 
operations  may  be  permitted  and  the  said 
conditions  may  vary  by  location  due  to 
abutting  land  uses. 

j .   The  operator  of  any  excavation  shall  post  a 
bond  in  the  form  prescribed  by  the  Board  of 
Adjustment  in  a  sum  equal  to  the  number  of 
acres  covered  by  the  permit,  multiplied  by 
five  hundred  (500)  dollars,  to  insure  full 
compliance  with  all  of  the  terms  and  condi- 
tions of  the  permit  and  the  rules  and  regula- 
tions of  the  Board  of  Adjustment  pertaining 
to  extraction  and  processing.   The  minimum 
amount  of  such  bond  shall  be  $1,000  and  the 
maximum  amount,  $25,000.   The  Board  of  Adjust- 
ment shall  have  the  power  and  authority  to 
to  provide  for  an  alternative  method  of  in- 
demnifying the  City  in  lieu  of  the  posting 
of  the  bond  herein  mentioned. 

k.   The  operator  shall  furnish  evidence  that  he 
is  insured  to  the  extent  of  not  less  than 
$50,000  against  liability  for  any  negligent 
act  or  omission  arising  from  the  operation 
or  maintenance  of  an  excavation  and  all  ac- 
tivities connected  with  or  incident  thereto. 

1.   Prior  to  the  granting  of  a  permit  the  property 
shall  be  posted  for  a  period  of  thirty  (30) 
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days.   This  posting  shall  consist  of  a  sign 
or  signs,  the  number  of  which  shall  be  deter- 
mined by  the  Building  Inspector,  of  a  size 
three  (3)  feet  by  four  (4)  feet,  posted  four 
(4)  feet  above  grade,  with  lettering  not  less 
than  two  (2)  inches  in  size,  placed  in  con- 
spicuous locations  visible  from  the  public 
rights-of-way. 

At  least  fifteen  (15)  days  prior  to  the  hear- 
ing the  Building  Inspector  shall,  by  regis- 
tered mail,  send  notice  of  the  hearing  to  all 
property  owners  within  one-half  (1/2)  mile  of 
the  proposed  excavation. 

To  defray  the  cost  of  posting  the  property 
and  determining  property  owners  to  whom  no- 
tice must  be  sent  there  shall  be  collected  a 
fee  of  twenty-five  (25)  dollars. 
Upon  the  granting  of  a  permit  by  the  Board 
of  Adjustment  the  following  fee  schedule 
shall  apply: 

One  acre  or  less $   200 

More  than  one  acre  to  and 

including  two  acres $   300 

More  than  two  acres  to  and 

including  three  acres   $   400 

More  than  three  acres  to  and 

including  four  acres $   500 

More  than  four  acres  to  and 

including  five  acres $   600 

More  than  five  acres  to  and 

including  ten  acres   $1,000 

In  addition,  land  in  excess 

of  ten  acres  (per  acres) $    25 

The  above  fee  schedule  shall  apply  to  each 
individual  ownership  of  land  which  is  in- 
cluded in  the  operation. 

All  permits  shall  be  in  full  force  for  a 
period  of  five  (5)  years  from  the  date  of 
issuance  thereof  unless  a  shorter  time  is 
set  by  the  Board  of  Adjustment.   Such  tem- 
porary permits  may  be  renewable  by  the  Board 
of  Adjustment  for  the  same  period  of  time  or 
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less,  without  further  notice,  hearing  or 
posting  of  the  property  involved  provided, 
however,  that  the  operator  has  complied  with 
all  the  terms  and  conditions  of  the  original 
permit.   A  renewal  of  a  permit  shall  be  con- 
sidered as  a  new  permit  with  respect  to  fees. 

q.  The  Board  of  Adjustment  shall  have  the  power 
to  cancel  permits  upon  proof  of  violation  of 
any  of  these  regulations. 

r.   Rock  crushers,  concrete  and  asphalt  mixing 
plants,  sand  and  gravel  operations  or  any 
other  such  excavations  which  are  temporary 
operations  (six  months  or  less)  shall  not  be 
subject  to  any  of  the  regulations  of  this 
section,  except,  they  shall  be  required  to 
obtain  a  permit  from  the  Board  of  Adjustment. 

7.   Other  conditional  uses.   These  uses  are  the  same 
as  set  forth  in  Section  7.B.2,  as  stated  therefor. 

C.  Building  Height  Limit:   There  shall  be  no  height  reg- 
ulations except  as  may  be  set  forth  for  airport  zoning. 

D.  Area  Regulations;   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows : 

1.  Minimum  floor  area.  There  shall  be  a  minimum 
floor  area  of  seven  hundred  (700)  square  feet 
per  dwelling. 

2.  Minimum  lot  area.   A  lot  upon  which  there  is 
erected  a  dwelling  shall  contain  an  area  of  not 
less  than  one  (1)  acre. 

3.  Minimum  lot  frontage.   There  shall  be  a  lot 
frontage  of  not  less  than  one  hundred  twenty-five 
(125)  feet  per  dwelling  and  two  hundred  (200) 
feet  for  other  principal  structures. 

4.  Minimum  front  yard.   Measured  from  the  front 
property  line  there  shall  be  a  front  yard  of  not 
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less  than  fifty  (50)  feet  for  all  principal 
structures,  unless  otherwise  specified  by  the 
Planning  Board. 

5.  Minimum  rear  yard.   Same  as  F-C  District. 

6.  Minimum  side  yard.   Same  as  F-C  District. 

Section  9.   R-lA,  One-Family  Dwelling  District 

A.   Permitted  Uses:   In  R-lA,  One-Family  Dwelling  Dis- 
tricts, no  building  or  premises  shall  be  used  and  no 
building  shall  be  hereafter  erected  or  structurally 
altered  except  for  one  of  the  following  purposes: 

1.  One-family  dwellings. 

2.  Churches,  libraries,  public  parks  and  playgrounds, 
community  centers,  collegec,  public  golf  courses, 
public  schools,  private  educational  institutions 
having  the  same  curriculum  as  ordinarily  given  in 
public  schools  and  other  public  buildings  and  rec- 
reational facilities. 

3.  Domestic  animals,  provided  such  animals  are  house- 
hold pets  and  that  kennels  are  not  maintained. 

4.  Farm  animals,  provided  such  animals  are  kept  on 
a  parcel  of  land  not  less  than  one  (1)  acre  in 
area.   Furthermore,  there  shall  not  be  more  than 
four  (4)  such  animals  kept  per  acre  of  land. 

5.  Nursing  homes  and  hospitals,  provided  the  State 
and  local  health  jurisdictions  approve  the 
locations . 

6.  Fences,  hedges  and  walls,  provided  such  uses  are 
located  where  they  will  not  obstruct  motorists' 
vision  at  street  intersections. 

7.  Home  occupations,  provided  that  not  more  than 
twenty-five  (25)  percent  of  the  dwelling  is  used 
for  such  purposes. 
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8.  Fire  stations,  police  stations  and  telephone 
exchanges. 

9.  Electric  substations  and  gas  regulator  stations 
provided: 

a.  For  each  electric  substation  where  trans- 
formers are  exposed  there  shall  be  an  en- 
closing fence  at  least  six  (6)  feet  high. 

b.  The  height  requirements  may  be  exceeded  pro- 
vided that  for  each  additional  one  (1)  foot 
of  height  an  additional  one  (1)  foot  of  front, 
rear  and  side  yard  shall  be  required. 

10.   Accesscry  buildings  and  uses  customarily  incident 
to  the  uses  permitted  in  this  district. 

B.  Conditional  Uses; 

1.  Water  reservoirs,  water  storage  tanks,  water 
pumping  stations  and  sewer  lift  stations  provided: 

a.  For  each  instance  the  applicant  shall  provide 
the  Board  of  Adjustment  with  plot  plans  show- 
ing the  proposed  installation  and  its  relation- 
ship to  any  nearby  property. 

b.  The  Board  of  Adjustment  shall  prescribe  con- 
ditions as  to  setbacks,  etc.,  for  each 
installation. 

2.  Cemeteries,  provided: 

a.  An  investigation  is  conducted  by  the  Planning 
Board  and  recommendations  are  given  to  the 
Board  of  Adjustment. 

b.  A  public  hearing  is  held  by  the  Board  of 
Adjustment  after  notice  of  such  hearing  is 
given  by  publication  and  posting  in  the  same 
manner  as  is  provided  by  State  Statutes  for 
zoning  changes  and  exceptions. 

c.  A  permit  is  granted  by  the  Board  of  Adjustment 
after  the  above  outlined  procedure  has  been 
followed. 

C.  Building  Height  Limit:   Except  as  provided  in  Section 
19  the  height  regulations  are  as  follows: 
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1.  No  dwelling  shall  exceed  two  and  one-half  (2-1/2) 
stories  or  thirty-five  (35)  feet  in  height. 

2.  No  other  structure  shall  exceed  three  (3)  stories 
or  forty-five  (45)  feet  in  height. 

Area  Regulations;   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows: 

1.  Minimum  floor  area.   There  shall  be  a  minimum 
floor  area  of  one  thousand  (1,000)  square  feet 
per  dwelling.  " 

2.  Minimum  lot  area.   A  lot  upon  which  there  is 
erected  a  structure  shall  contain  not  less  than 
twelve  thousand  (^12_j_000^)  square  feet  unless  it 

is  not  served  by  public  utilities,  then  the  mini- 
mum shall  be  one-half  (1/2) 


3.  Minimum  lot  frontage.   There  shall  be  a  minimum 
lot  frontage  of  not  less  than  seventy-five  (7  5) 
feet  per  dwelling  and  one  hundred  twenty-five 
(125)  feet  for  other  principal  structures. 

4.  Minimum  front  yard.   Measured  from  the  front 
property  line  there  shall  be  a  front  yard  of  not 
less  than  thirty  (30)  feet  unless  the  property 
fronts  on  a  State  or  Federal  highway,  the  minimum 
shall  then  be  fifty  (50)  feet. 

5.  Minimum  rear  yard.   Measured  from  the  rear  pro- 
perty line  every  principal  structure  shall  have 
a  rear  yard  of  not  less  than  thirty  (30)  feet 
and  for  every  accessory  building  there  shall  be 
a  rear  yard  of  not  less  than  ten  (10)  feet. 

6.  Minimum  side  yards.   Measured  from  the  side  pro- 
perty lines  there  shall  be  side  yards  of  not  less 
than  ten  (10)  feet  on  each  side  of  a  lot. 
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Section  10.   R-1,  One-Family  Dwelling  District 

A-   Permitted  Uses:   In  R-1,  One-Family  Dwelling  Districts, 
no  building  or  premises  shall  be  used  and  no  building 
shall  be  hereafter  erected  or  structurally  altered 
except  for  one  of  the  following  purposes: 

1.   All  uses  permitted  in  the  R-lA  District  as  stated 
therefor,  except,  there  shall  be  no  farm  animals. 

Bo   Conditional  Uses:   Same  as  R-lA  District. 

C.  Building  Height  Limit:   Same  as  R-lA  District. 

D.  Area  Regulations:   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows : 

1.  Minimum  floor  area.  There  shall  be  a  minimum 
floor  area  of  eight  hundred  (800)  square  feet 
per  dwelling. 

2.  Minimum  lot  area. 

a.  A  lot  upon  which  there  is  erected  a  structure 
shall  contain  not  less  than  eight  thousand 
(_8,000)  square  feet. 

b,  A  lot  having  an  area  less  than  herein  required 
which  was  recorded  under  separate  ownership 
from  adjoining  lots  at  the  effective  date  of 
this  ordinance  may  be  occupied  by  a  one-family 
dwelling  or  by  any  permitted  non-residential 
use. 

3.  Minimum  lot  frontage.   There  shall  be  a  minimum 
lot  frontage  of  not  less  than  sixty  (60)  feet  for 
one-family  dwellings  and  seventy-five  (_7  5j  feet 
for  other  principal  structures. 

4.  Minimum  front  yard.   Measured  from  the  front  pro- 
perty line  there  shall  be  a  front  yard  of  not  less 
than  twenty  (20)__feet  unless  the  property  fronts 
on  a  State  or  Federal  highway,  the  minimum  shall 
then  be  fifty  (50)  feet. 
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5.  Minimum  rear  yard.   Measured  from  the  rear  pro- 
perty line  every  principal  structure  shall  have 
a  rear  yard  of  not  less  than  twenty  (20)  feet 
and  for  every  accessory  building  there  shall  be 
a  rear  yard  of  not  less  than  ten  (10)  feet. 

6.  Minimum  side  yards.   Same  as  R-lA  District. 
Section  11.   R-2,  One-  and  TWo-Family  Dwelling  District 

A.  Permitted  Uses;   In  R-2,  One-  and  Two-Family  Dwelling 
Districts,  no  building  or  premises  shall  be  used  and 
no  building  shall  be  hereafter  erected  or  structurally 
altered  except  for  one  of  the  following  purposes: 

1.  All  uses  permitted  in  the  R-IA  District  as  stated 
therefor,  except,  there  shall  be  no  farm  animals. 

2.  Two-family  dwellings. 

B.  Conditional  Uses;   Same  as  R-IA  District. 

C.  Building  Height  Limit;   Same  as  R-lA  District. 

D.  Area  Regulations:   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows; 

1.  Minimum  floor  area.   Same  as  R-1  District. 

2.  Minimum  lot  area. 

a.  A  lot  upon  which  there  is  erected  a  one- 
family  dwelling  or  a  permitted  non-residential 
structure  shall  contain  not  less  than  six 
thousand  (6,000)  square  feet. 

b.  A  lot  upon  which  there  is  erected  a  two- 
family  dwelling  shall  contain  not  less  than 
eight  thousand  (8,000)  square  feet. 

c.  A  lot  having  an  area  less  than  herein  required 
which  was  recorded  under  separate  ownership 
from  adjoining  lots  at  the  effective  date  of 
this  ordinance  may  be  occupied  by  a  one-family 
dwelling  or  by  any  permitted  non-residential 
use. 
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3.  Minimum  lot  frontage.   There  shall  be  a  minimum 
lot  frontage  of  not  less  than  fifty  (50)  feet 
per  one-family  dwelling  and  sixty  (60)  feet  for 
two-family  dwellings  and  other  principal  structures, 

4.  Minimum  front  yard.   Same  as  R-1  District. 

5.  Minimum  rear  yard.   Same  as  R-1  District. 

6.  Minimum  side  yards.   Measured  from  the  side  pro- 
perty lines  there  shall  be  side  yards  of  not  less 
than  eight  (8)  feet  on  each  side  of  a  lot. 

Section  12.   R-3,  Multiple  Family  Dwelling  District 

A.  Permitted  Uses:   In  R-3,  Multiple  Family  Dwelling  Dis- 
tricts, no  building  or  premises  shall  be  used  and  no 
building  shall  be  hereafter  erected  or  structurally 
altered  except  for  one  of  the  following  purposes: 

1.  All  uses  permitted  in  the  R-lA  District  as  stated 
therefor,  except  there  shall  be  no  farm  animals. 

2.  Two-family  dwellings. 

3.  Multiple  dwellings  and  apartment  houses. 

4.  Boarding  and  lodging  houses. 

5.  Private  clubs  and  lodges,  except,  those  whose 
primary  activity  is  carried  on  as  a  business. 

6.  Fraternities  and  sororities. 

7.  Automobile  parking  lots. 

8.  Group  housing  projects. 

9.  Accessory  buildings  and  uses  customarily  incident 
to  the  uses  permitted  in  this  district. 

B.  Conditional  Uses:  Same    as  R-l7v  Districts. 
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C.  Building  Height  Limit;  Except  as  provided  in  Sec- 
tion 19,  no  structure  shall  exceed  six  (6)  stories 
or  seventy-five  (75)  feet  in  height. 

D.  Area  Regulations:   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows: 

1.  Minimum  floor  area. 

a.  There  shall  be  a  minimum  floor  area  of  eight 
hundred  (800)  square  feet  per  dwelling. 

b.  The  minimum  floor  area  per  two  family  and 
multiple  family  dwelling  unit  shall  be  four 
hundred  fifty  (450)  square  feet. 

2 .  Minimum  lot  area. 

a.  A  lot  upon  which  there  is  erected  a  single 
family  dwelling  shall  contain  not  less  than 
six  thousand  (6,000)  square  feet. 

b.  A  lot  upon  which  there  is  erected  a  two  or 
multiple  family  dwelling  shall  contain  not 
less  than  fourteen  hundred  fifty  (1,450) 
square  feet  per  unit;  however,  in  no  instance 
shall  such  a  structure  be  built  on  a  lot  con- 
taining less  than  six  thousand  (6,000)  square 
feet. 

c.  A  lot  upon  which  there  is  erected  a  boarding 
or  lodging  house,  fraternity  or  sorority, 
shall  contain  not  less  than  seven  thousand 
two  hundred  (7,200)  square  feet. 

d.  A  lot  having  an  area  less  than  herein  re- 
quired and  which  was  recorded  under  separate 
ownership  from  adjoining  lots  at  the  effec- 
tive date  of  these  regulations  may  be  occu- 
pied by  a  single  family  dwelling  or  by  any 
permitted  non-residential  use. 

3 .  Minimum  lot  frontage. 

a.  A  lot  occupied  by  a  single  or  two  or  multiple 
family  dwelling  shall  have  a  minimum  frontage 
of  fifty  (50)  feet. 

b.  A  lot  occupied  by  a  boarding  or  lodging  house, 
fraternity  or  sorority,  shall  have  a  minimum 
frontage  of  seventy  (70)  feet. 
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c.   A  lot  having  a  frontage  less  than  herein  re- 
quired and  which  was  recorded  under  separate 
ownership  from  adjoining  lots  at  the  effec- 
tive date  of  these  regulations  may  be  occu- 
pied by  a  single  family  dwelling  or  by  any 
permitted  non-residential  use. 

4.  Minimum  front  yard.   Measured  from  the  front  pro- 
perty line  there  shall  be  a  front  yard  of  not  less 
than  twenty  (20)  feet  unless  the  property  fronts 
on  a  State  or  Federal  highway,  the  minimum  shall 
then  be  fifty  (50)  feet. 

5.  Minimum  rear  yard.   Measured  from  the  rear  pro- 
perty line  every  principal  structure  shall  have 
a  rear  yard  of  not  less  than  twenty  (20)  feet 
and  for  every  accessory  building  there  shall  be 
a  rear  yard  of  not  less  than  ten  (10)  feet. 

6.  Minimum  side  yards.   Measured  from  the  side  pro- 
perty lines  there  shall  be  side  yards  of  not  less 
than  eight  (8)  feet  on  each  side  of  the  lot. 

Section  13,  R-4,  Mobile  Home  District 

This  District  is  composed  of  mobile  home  areas  consisting 
of  any  premises  where  one  or  more  trailer  coaches  are 
parked  for  living  or  sleeping  purposes,  or  any  premises 
used  or  set  apart  for  supplying  transient  parking  space 
for  one  or  more  trailer  coaches  for  living  or  sleeping 
purposes,  and  which  includes  any  structures,  vehicles  or 
enclosures  used  or  intended  for  use  as  a  part  of  the  equip- 
ment of  such  trailer  court  or  subdivision;  not  including  a 
trailer  sales  area  or  any  other  commercial  establishment. 

A.   Permitted  Uses: 

1.  Mobile  homes. 

2.  Schools,  public  and  parochial,  provided  they  are 
set  back  not  less  than  fifty  (50)  feet  from  side 
lot  line  and  one  hundred  fifty  (150)  feet  from 
front  property  lines. 
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3.  Churches,  provided  they  are  set  back  thirty  (30) 
feet  from  side  lot  lines. 

4.  Accessory  buildings  and  uses  customarily  incident 
to  the  uses  permitted  in  this  district. 

Zone  Creation  Requirements:   The  Mobile  Home 
District  may  be  created  upon  petition  for  an  amendment 
to  the  Zone  Map.   When  petitioning  for  this  zone 
change,  there  shall  be  provided  a  plot  plan  by  a 
registered  engineer,  architect  or  qualified  planner, 
complete  in  detail,  meeting  and  showing  the  follow- 
ing requirements: 

1.  The  minimum  free-standing  district  shall  not  be 
less  than  two  (2)  acres. 

2.  Location  and  legal  description. 

3.  Entrance  to  and  exits  from  the  zone. 

4.  Vehicular  roadways,  driveways  and  pedestrian  walks. 

5.  Plans,  showing  size  and  arrangement  of  mobile  home 
lots  and  stands,  location  of  roadways,  service  and 
utility  buildings. 

6.  Topography  map  showing  original  and  final  contours 
and  provisions  for  drainage. 

7.  Area  set  aside  for  recreation,  clothes  washing  and 
drying,  storage,  and  off-street  parking. 

8.  Fencing  and  screen  planting  on  the  premises. 
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9.   Plans  for  water  supply  and  distribution. 

10.  Plans  for  sewage  collection  and  disposal. 

11.  Provisions  for  trash  and  garbage  storage  and 
removal . 

12.  Plans  for  underground  gas,  electric  and  phone 
service  connections  to  each  space. 

13.  Typical  lot  plan. 

14.  The  applicant  shall  consult  with  the  school  dis- 
trict officials  and  secure  a  written  statement 
to  be  submitted  with  the  application  as  to  the 
impact  on  the  school  district  caused  by  the  in- 
creased number  of  school  children  from  the  in- 
creased residential  density  of  the  mobile  home 
court. 

15.  Statement  of  conformance  with  the  Federal  Housing 
Administration's  Minimum  Property  Standard  for 
Mobile  Home  Courts.   The  Zoning  Regulations  will 
govern  where  more  restrictive. 

C.   Mobile  Home  Court  Regulations; 

1.  Minimum  width  of  the  court  shall  be  two  hundred 
and  fifty  (250)  feet. 

2.  Minimum  front  yard  set  backs  of  the  court  shall 
be  twenty-five  (25)  feet,  except  when  it  fronts 
on  a  State  or  Federal  highway  the  minimum  shall 
be  fifty  (50)  feet. 

3.  Minimum  side  yard  set  backs  of  the  court  shall 
be  ten  (10)  feet  along  interior  lot  lines,  and 
fifteen  (15)  along  public  side  streets,  except 
if  side  street  is  a  State  or  Federal  highway  the 
minimum  shall  be  twenty-five  (25)  feet. 
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4.  Minimum  rear  yard  set  back  of  the  court  shall  be 
fifteen  (15)  feet,  except  when  the  rear  yard  abuts 
a  dedicated  public  right-of-way,  the  minimum  shall 
be  twenty-five  (2  5)  feet. 

5.  Lot  Design  Regulations: 

a.  Minimum  area. 

(1)  A  maximum  of  twenty  (20)  percent  of  the  total 
lots  may  be  twenty-eight  hundred  (2,800)  square 
feet. 

(2)  A  minimum  of  seventy  (70)  percent  of  the  total 
lots  must  be  thirty-two  hundred  (3, 200) 
square  feet. 

(3)  A  minimum  of  ten  (10)  percent  of  the  total 
lots  must  be  thirty-six  hundred  (3,600)  square 
feet. 

b.  Minimum  width  of  mobile  home  lot  at  set  back  line 
shall  be  forty  (40)  feet. 

c.  Minimum  front  yard  set  back  of  lot  (this  shall 
mean  the  entry  side  of  the  mobile  home)  shall  be 
twenty-five  (25)  feet. 

d.  Minimum  end  yards  set  back  of  lot  for  yards  with 
double  frontages  (these  are  considered  as  the 
front  and  rear  of  the  mobile  home)  shall  be  eight 
(8)  feet  at  each  end. 

e.  Minimum  rear  yard  set  back  of  lot  shall  be  five 

(5)  feet  along  interior  lot  lines. 

f-   Minimum  side  yards  shall  be  ten  (10)  feet  along 

the  street  side  of  interior  roadways  or  driveways. 

6.  Height  Regulations:   Except  as  provided  in  Section 
19,  the  height  regulations  are  as  follows: 

a.   Mobile  homes  shall  not  exceed  sixteen  (16)  feet 
in  height. 
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b.   No  other  structure  shall  exceed  tv/o  and  one-half 

(2-1/2)  stories  or  thirty-five  (35)  feet  in  height. 

7 .  Court  Accessory  Building  Setbacks; 

a.  Minimum  front  yard  shall  be  fifty  (50)  feet. 

b.  Minimum  side  yard  shall  be  fifteen  (15)  feet. 

c.  Minimum  rear  yard  shall  be  fifteen  (15)  feet, 
except  if  backing  onto  a  dedicated  public  right- 
of-way,  shall  be  twenty-five  (25)  feet. 

8.  General  Rules; 

a-  No  mobile  home  shall  be  parked  closer  than  eight 
(8)  feet  to  a  private  interior  roadway,  provided, 
however,  it  must  have  access  to  said  roadway. 

b.  Entrance  and  exit  roadways  shall  connect  to  a 
dedicated  public  right-of-way  and  shall  not  be 
less  than  thirty-six  (36)  feet  wide  from  flow 
line  to  flow  line.   Private  circulation  roadways 
or  driveways  shall  be  continuous,  shall  connect 
to  entrance  and  exit  roadways,  and  shall  not  be 
less  than  thirty-six  (36)  feet  wide.   Interior 
roadways  and  driveways  shall  be  twenty-eight  (28) 
feet  wide,  back  to  back.   All  roadways  or  drive- 
ways shall  be  hard  surfaced  with  asphalt  or 
concrete. 

c.  For  each  mobile  home  lot  there  shall  be  provided: 

(1)  Recreational  area  in  the  amount  of  three 
hundred  (300)  square  feet. 

(2)  Clothes  drying  space  in  the  amount  of  fifty 

(50)  square  feet  (in  the  event  mechanical 
clothes  dryers  are  provided  this  provision 
may  be  reduced  fifty  (50)  percent) . 

(3)  Two  (2)  off-street  parking  spaces  for  each  lot. 

d.  Service  and  utility  buildings  and  appurtenances, 
garbage  and  trash  containers,  racks  and  rack 
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locations,  rodent  and  insect  control,  water 
and  sewage  provisions  must  meet  with  the  ap- 
proval of  the  local  health  jurisdiction. 

D.   Mobile  Home  Subdivision  Regulations: 

1.  Building  Height  Limit.   Same  as  for  Mobile  Home 
Courts . 

2.  Area  Regulations.   Subject  to  the  modifications 
set  forth  in  Section  19,  the  area  regulations 
are  as  follows: 

a.  There  shall  be  a  minimum  lot  area  of  five 
thousand  (5,000)  square  feet. 

b.  There  shall  be  a  minimum  lot  frontage  of 
not  less  than  fifty  (50)  feet. 

c.  The  minimum  front,  rear,  side  and  end  yard 
setbacks  shall  be  the  same  as  for  a  mobile 
home  court. 

d.  Subdivision  accessory  building  setbacks 
shall  be  the  same  as  for  a  mobile  home 
court. 

3 .  General  Regulations. 

a.   The  mobile  home  subdivision  shall  be  so 
arranged  that  all  mobile  home  lots  and 
accessory  buildings  face  on  an  interior 
roadway.   A  mobile  home  lot  shall  be  fenced 
and  screen-planted  on  side  and  rear  property 
lines  of  the  subdivision  perimeter. 
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b.  Each  mobile  home  shall  have  its  wheels 
removed  and  be  placed  on  a  permanent 
foundation. 

c.  The  entrance  and  exit  roadways  shall  con- 
nect to  a  dedicated  public  right-of-way 
and  shall  not  be  less  than  fifty  (50) 
feet  wide. 

d.  All  roadways  or  driveways  shall  be  in 
conformity  with  requirements  for  other 
subdivisions  as  provided  for  in  the  Miles 
City  Subdivision  Regulations. 

e.  In  addition  to  the  subdivided  lots,  the 
subdivider  shall  provide  an  amount  equal 
to  eight  (8)  percent  of  the  area  of  the 
total  subdivision  for  recreational  purposes, 

(1)  This  recreational  area  may  be  held 
for  the  exclusive  use  of  the  owners 
of  the  lots. 

(2)  The  recreational  area  may  be  owned 
and  maintained  by  the  subdivider, 
his  heirs,  successors  or  assigns, 
for  the  use  on  a  fee,  rental,  or 
service  charge  basis  to  be  deter- 
mined by  the  subdivider,  his  heirs, 
assigns,  or  successors  on  a  compul- 
sory basis  as  to  lot  owners  or  other- 
wise; or  the  recreational  area  may 
be  owned  on  an  undivided  basis  by 
the  owners  of  the  lots  in  proportion 
to  their  ownership  of  the  lots  within 
the  subdivision  and  maintained  as  pro- 
vided for  by  law  concerning  the  owner- 
ship of  condominium  facilities. 

f.   Two  (2)  off-street  parking  spaces  for  each 
lot  shall  be  provided  on  each  individual 
lot. 
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Section  14.   C-1,  General  Coitmiercial  District 

A.   Permitted  Uses;   In  C-1,  General  Commercial  Districts, 
no  building  or  premises  shall  be  used  and  no  building 
shall  be  hereafter  erected  or  structurally  altered 
except  for  one  of  the  following  purposes: 

1.  Multiple  dwellings  and  apartment  houses. 

2.  Boarding  and  lodging  houses. 

3.  Automobile  parking  lots. 

4.  Hotels,  motels,  restaurants,  taverns  and  package 
liquor  stores. 

5.  Medical  and  dental  clinics. 

6.  Banks. 

7.  Laundry  and  dry  cleaning  establishments. 

8.  Barber  shop,  beauty  parlor,  chiropody,  massage  or 
similar  personal  service  shops. 

9.  Business  or  commercial  schools  a:id  dancing  or 
music  academies. 

10.  Laundromat. 

11.  Messenger  and  telegraph  service  stations  and 
communication,  transportation  and  utility  com- 
pany offices. 

12.  Offices. 

13.  Custom  dressmaking,  millinery,  tailoring,  shoe 
repairing,  household  utility  articles  or  similar 
trade. 
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14.  Store  or  shop  for  the  conduct  of  a  retail  busi- 
ness subject  to  the  following  limitations:   In  a 
retail  store  where  bakery  goods,  confections, 
delicatessen  or  other  food  products  are  sold,  all 
food  that  is  prepared  upon  the  premises  shall  be 
sold  at  retail  thereon,  and  provided  further, 
that  there  shall  be  no  slaughtering  of  animals 

or  poultry  upon  the  premises. 

15.  Photographer. 

16.  Bicycles  sales  and  repair  shop. 

17.  Shop  for  the  repair  of  electrical  and  radio 
equipment  and  other  similar  commodities,  and 
not  involving  the  conduct  of  any  manufacturing 
on  the  premises. 

18.  Key  shops. 

19.  Theaters. 

20.  Printing  shops. 

21.  Upholstery  shops  not  involving  any  furniture 
manufacturing. 

22.  Plumbing,  heating  and  electric  shops  or  stores; 
not  more  than  ten  (10)  percent  of  the  lot  or 
tract  occupied  by  such  establishment  shall  be 
used  for  the  open  storage  of  materials  or 
equipment. 

23.  Local  service  store  when  used  to  supply  a  service 
to  residents  in  the  surrounding  area,  but  involv- 
ing no  manufacturing  on  the  premises  and  where 
the  treatment  of  materials  is  such  that  the  noise, 
dust,  odor,  gas  or  smoke  resulting  from  the  pro- 
cess or  treatment  will  not  be  objectionable  to 
the  surrounding  residence  districts. 

24.  Membership  clubs. 
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25.  Places  of  assembly. 

26.  Undertaking  establishments. 

27.  Tire  store  sales  and  service  but  not  including 
vulcanizing  on  the  premises. 

28.  New  and  used  automobile  sales  and  storage  lots. 

29.  Filling  stations  and  automobile  repair  garages. 

30.  Bowling  alleys. 

31.  Libraries,  public  parks  and  playgrounds,  fire 
and  police  stations,  and  other  public  buildings. 

32.  Accessory  buildings  and  uses  customarily  incident 
to  uses  permitted  in  this  district. 

B.  Building  Height  Limit:   Except  as  provided  in  Section 
19,  no  structure  shall  exceed  ten  (10)  stories  or  one 
hundred  (100)  feet  in  height,  provided  that  no  struc- 
ture or  portion  of  a  structure  shall  be  erected  to  a 
height  exceeding  forty-five  (45)  feet  on  any  portion 
of  a  lot  less  than  twenty  (20)  feet  in  distance  from 
any  portion  of  a  lot  in  any  R-lA,  R-1 ,  R-2,  R-3,  R-4 
or  C-2  district. 

C.  Area  Regulations;   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows : 

1.  Minimum  floor  area. 

a.  The  minimum  floor  area  per  multiple  family 
dwelling  unit  shall  be  four  hundred  fifty 
(450)  square  feet. 

b.  There  is  no  minimum  floor  area  requirement 
for  commercial  structures. 

2 .  Minimum  lot  area. 

a.   A  lot  upon  which  there  is  erected  a  multiple 
family  dwelling  shall  contain  not  less  than 
fourteen  hundred  fifty  (1,450)  square  feet 
per  dwelling  unit. 
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b.   There  are  no  requirements  for  commercial 
structures. 

3.  Minimum  lot  frontage.   There  are  no  minimum 
requirements. 

4.  Minimum  front  yard.   There  are  no  minimum 
requirements . 

5.  Minimum  rear  yard.   There  are  no  minimum 
requirements . 

6.  Minimum  side  yards.   There  are  no  minimum 
requirements . 

Section  15.   C-2,  Highway  Commercial  District 

A.   Permitted  Uses:   In  C-2,  Highway  Commercral  Districts, 
no  building  or  premises  shall  be  used  and  no  building 
shall  be  hereafter  erected  or  structurally  altered 
except  for  one  of  the  following  purposes: 

1.  New  and  used  automobile  sales  and  storage  lots. 

2.  Undertaking  establishments. 

3.  Filling  stations  and  automobile  repair  garages. 

4.  Truck  stops. 

5.  Tire  store  sales  and  service  including  vulcan- 
izing, but  not  involving  manufacturing  on  the 
premises. 

6.  Food  storage  lockers  not  including  slaug"'itering 
on  the  premises. 

7.  Milk  distributing  stations,  but  not  involving 
bottling  on  the  premises. 

8.  Commercial  recreation,  including  bowling  alleys, 
drive-in  theaters,  dance  halls,  skating  rinks, 
refreshment  stands,  golf  driving  ranges  and  mini- 
ature golf  courses. 
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9.   Retail  stores  for  the  sale  of  automobile  parts 
and  accessories,  souvenirs,  curios,  film,  maga- 
zines and  other  products  customarily  sold  to 
meet  the  needs  of  the  motoring  public,  but  not 
including  junk,  salvage,  or  automobile  wrecking 
yards . 

10.  Hotels,  motels,  restaurants,  taverns  and  package 
liquor  stores. 

11.  Equipment  sales  and  storage. 

12.  Automobile  parking  lots. 

13.  Accessory  buildings  and  uses  customarily  incident 
to  uses  permitted  in  this  district. 

B.  Building  Height  Limit;   Except  as  provided  in  Section 
19,  no  structure  shall  exceed  three  (3)  stories  or 
forty-five  (45)  feet  in  height. 

C.  Area  Regulations:   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows: 

1.  Minimum  floor  area.   There  are  no  minimum 
requirements . 

2.  Minimum  lot  area.   There  are  no  minimum 
requirements . 

3.  Minimum  lot  frontage.   There  are  no  minimum 
requirements . 

4.  Minimum  front  yard.   Measured  from  the  front  pro- 
perty line  there  shall  be  a  front  yard  of  not 
less  than  fifty  (50)  feet,  except  for  motor  fuel 
pumps  which  may  be  erected  twenty-five  (25)  feet 
from  the  front  line,  except  on  a  State  or  Federal 
highway,  it  shall  be  fifty  (50)  feet. 
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5.  Minimum  rear  yard.   A  rear  yard  is  not  required 
except  where  a  lot  abuts  upon  a  dwelling  district, 
in  which  case  there  shall  be  a  rear  yard  of  not 
less  than  twenty  (20)  feet  in  depth  for  a  two 
story  building  or  less  than  thirty  (30)  feet  in 
depth  for  a  three  story  building. 

6.  Minimum  side  yards.   No  side  yard  is  required, 

«  except  on  corner  lots,  in  which  case  there  shall 

be  a  side  yard  of  not  less  than  fifteen  (15)  feet 
on  the  street  side.   If  the  street  side  is  a 
■|  State  or  Federal  highway,  the  side  yard  shall  be 

^  twenty-five  (25)  feet. 

H  Section  16.   M-1,  Light  Industrial  District 


i 
i 

i 
i 
i 


A.   Permitted  Uses:   In  M-1,  Light  Industrial  Districts, 
no  building  or  premises  shall  be  used  and  no  building 
shall  be  hereafter  erected  or  structurally  altered 
except  for  one  of  the  following  purposes: 

1.  Any  use  permitted  in  the  C-1  General  Commercial 
District  or  C-2  Highway  Commercial  District  ex- 
cept for  residential  uses. 

2.  Any  kind  of  scientific  research  or  manufacture, 
compounding,  assembling,  processing  or  treatment 
of  products  provided  the  following  limitations 
are  placed  on  all  such  uses: 

a.  All  permitted  uses  shall  be  operated  entirely 
within  a  complete  enclosed  structure. 

b.  Dust,  fumes,  odors,  refuse  matter,  smoke, 
vapor,  noise,  lights  and  vibrations  shall  be 
confined  to  the  premises  of  the  lot  upon 
which  such  use  is  located.   Proof  of  noncom- 
pliance shall  be  determined  by  measurements 
taken  by  standardized  measurements  and  stan- 
dardized instruments.   If  found  to  be  in  vio- 
lation, the  cost  of  said  work  and  measurements 
shall  be  borne  by  the  occupant. 

c.  Travel  and  parking  portions  of  the  lot  shall 
be  prepared  and  maintained  in  a  dust-free 
condition. 
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3.  Builders  supply  yards,  sale  of  cement  and  concrete 
products,  and  lumber  yards. 

4.  Dairy  processing  and  distribution  plants. 

5.  Bottling  works. 

6.  Ice  and  cold  storage  plants. 

7.  Machine,  roofing  and  sheet  metal  shops. 

8.  Storage  warehouses. 

9.  Storage  of  oil,  gasoline  and  petroleum  products 
--  limited  to  one  thousand  (1,000)  gallons  above 
grade. 

10.   Accessory  buildings  and  uses  customarily  incident 
to  uses  permitted  in  this  district. 

B.  Building  Height  Limit;   Same  as  C-1  District. 

C.  Area  Regulations;   There  are  no  area  requirements  ex- 
cept as  may  be  specified  by  the  Planning  Board. 

Section  17.   M-2,  Heavy  Industrial  District 

A.   Permitted  Uses;   In  M-2,  Heavy  Industrial  Districts, 
no  building  or  premises  shall  be  used  and  no  build- 
ing shall  be  hereafter  erected  or  structurally  altered 
except  for  one  of  the  f ollov.'ing  purposes: 

1.  Any  use  permitted  in  the  M-1  District  as  stated 
therefor. 

2.  Any  industrial  or  manufacturing  operations  pro- 
vided the  following  limitations  are  placed  on  all 
such  uses: 

a.   Unusual  amounts  of  dust,  fumes,  odors,  smoke, 
vapor,  noise,  lights  and  vibration  shall  be 
confined  within  the  M-2  District.   Proof  of 
noncompliance  shall  be  determined  by  measure- 
ments teiken  by  standardized  measurements  and 
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standardized  instruments.   If  found  to  be  in 
violation,  the  cost  of  said  work  and  measure- 
ments shall  be  borne  by  the  occupant. 
b.   Outdoor  storage,  equipment  and  refuse  areas 
shall  be  concealed  from  view  from  abutting 
rights-of-way  and  adjoining  residential 
districts . 

3.  Junk  yards,  providing  they  are  enclosed  by  a 
solid  wall  or  fence  at  least  six  (6)  feet  high. 

4.  Accessory  buildings  and  uses  customarily  incident 
to  uses  permitted  in  this  district. 

B.  Building  Height  Limit;   Same  as  C-1  District. 

C.  Area  Regulations;   There  are  no  area  requirements  ex- 
cept as  may  be  specified  by  the  Planning  Board. 

Section  18.   M-3,  Industrial  Park  District 

A.  Permitted  Uses:   In  M-3,  Industrial  Park  District, 
said  premises  or  buildings  shall  not  be  used  or 
occupied  at  any  time  for  any  purpose  other  than  for 
the  purposes  of  manufacturing,  wholesaling,  retail- 
ing associated  with  wholesaling,  jobbing,  warehousing 
or  business  designated  by  the  City  Commission  to  be 
of  a  kindred  nature,  which  will  have  need  for  the 
facilities  furnished.   No  building  shall  be  erected, 
reconstructed,  or  structurally  altered  for  residen- 
tial purposes  except  for  resident  watchmen  and  care- 
takers employed  on  the  premises.   Included  are  all 
uses  permitted  in  the  M-1  District.   Prior  to  con- 
struction of  a  building  a  plot  plan  shall  be  sub- 
mitted to  the  Planning  Board  for  approval. 

B.  Fumes,  Odors  and  Noise  Regulations;   No  noxious  or 
offensive  trade  or  activity  shall  be  carried  on  nor 
shall  anything  be  done  thereon  which  may  be  or  may 
become  an  annoyance  or  nuisance  by  reason  of  un- 
sightliness  or  excessive  emission  of  odors,  dust, 
fumes,  smoke  or  noise.   Proof  of  noncompliance  shall 
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be  determined  by  measurements  taken  by  standardized 
measurements  and  standardized  instruments.   If  found 
to  be  in  violation,  the  cost  of  said  work  and  measure- 
ments shall  be  borne  by  the  occupant. 

C.  Landscaping;   Required  yards  are  to  be  used  either  for 
open  landscape  or  for  off-street  surfaced  parking 
areas.   If  the  said  yard  area  is  to  be  landscaped,  it 
shall  be  done  attractively  with  lawn,  trees,  shrubs, 
etc.,  and  according  to  the  plans  first  approved  in 
writing  by  the  Building  Inspector.   Any  landscaped 
areas  shall  be  properly  maintained  thereafter  in  a 
sightly  and  well-kept  condition.   Parking  areas  shall 
likewise  be  maintained  in  good  condition. 

D.  Storage  Facilities: 

1.  No  materials  or  supplies  shall  be  stored  or  per- 
mitted to  remain  on  any  part  of  the  property  out- 
side the  buildings  constructed  thereon. 

2.  Semi-finished  products  stored  on  the  property 
shall  be  confined  to  the  rear  one-half  of  the 
property. 

3.  Any  finished  products  may  be  displayed  on  the 
outside  of  the  building  except  in  the  required 
front  yards. 

E.  Loading  Docks;   No  loading  dock  or  loading  area  shall 
be  constructed  fronting  on  a  designated  street  or 
highway  unless  ample  space  is  provided  between  such 
loading  dock  and  the  nearest  street  right-of-way  line 
for  loading  and  unloading  of  trucks,  trailers  or  other 
vehicles . 

F.  Building  Height  Limit:   Except  as  provided  in  Section 
19,  no  structure  shall  exceed  three  (3)  stories  or 
forty-five  (45)  feet  in  height. 

G.  Area  Regulations:   Subject  to  the  modifications  set 
forth  in  Section  19,  the  area  regulations  are  as 
follows ; 
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1.  MinimunL^fioo^a^ea.   There  are  no  minimum 
requirements. 

2.  Minimun^lo^^^rea.   There  are  no  minimum  lot  area 
requirements,  however,  an  industrial  park  shall 
contain  a  minimum  of  ten  (10)  acres. 

3.  MiniinunLj,ot_^rwtaae.   There  are  no  minimum 
requirements. 

4.  Minimum  front  yard.   Measured  from  the  front 
property  line  there  shall  be  a  front  yard  of  not 

frontaarth'"  ^"^  '^^^^      ^^^^  ^°^^  ^^^  '^-^l- 
frontage  the  required  front  yard  shall  be  pro- 
vided on  both  streets. 


5.   Minimum  rear  yard.   Measured  from  the  rear  pro- 
perty line  there  shall  be  a  rear  yard  of  ten  (10) 
feet   except  where  a  rear  property  line  adjoins 
a  dedicated  alley  or  easement  no  rear  yard  is 


A. 


required. 

6.   MinimunL^ide_j;;ard.   Measured  from  the  side  pro- 
perty line  there  shall  be  side  yards  of  not  less 
than  ten  (10)  feet. 

Section  19.   Special  Regulation... 

g£frStr£et  Parking  and  Loading:   No  building  shall 

floor'     \'"'"'^"^  '°  '^"  ^^^^"^  °f  increasing  the 
floor  area  by  as  much  as  fifty  (50)  percent,  or 
changed  m  use  unless  there  is  provided  on  the  lot 
space  for  the  parking  of  automobiles  or  trucks  in 
accordance  with  the  following  minimum  requirements: 

1.   Bowling  alley:   five  (5)  parking  spaces  for  each 

'■   studio";  Pf^^^^^i^-^-l  °-  P^l^lic  Office  building, 
studio,  bank,  medical  or  dental  clinic:   three 
U)  parking  spaces  plus  one  (1)  additional  park- 
ing space  for  each  four  hundred  (400)  square  feet 
or  tioor  area  over  one  thousand  (1,000). 
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3.  Church:   one  (1)  parking  space  for  each  eight 

(8)  seats  in  the  main  auditorium. 

4.  College  and  high  school:   one  (1)  parking  space 
for  each  eight  (8)  seats  in  the  main  auditorium 
or  three  (3)  spaces  for  each  classroom,  whichever 
is  greater. 

5.  Elementary  and  junior  high  schools:   one  (1) 
parking  space  per  classroom. 

6.  Community  center,  library  or  museum:   ten  (10) 
parking  spaces  plus  one  (1)  additional  space  for 
each  three  hundred  (300)  feet  of  floor  area  in 
excess  of  two  thousand  (2,000)  square  feet. 

7.  Dwellings  (single  or  multiple):   one  and  one-half 

(1-1/2)  parking  spaces  for  each  dwelling  unit. 

8.  Hospital,  sanitarium,  home  for  the  aged,  or  simi- 
lar institution:   one  (1)  parking  space  for  each 
three  (3)  beds. 

9.  Hotel  and  motel:   one  (1)  parking  space  for  each 
sleeping  room  or  suite. 

10.  Manufacturing  or  industrial  establishment,  re- 
search or  testing  laboratory,  creamery,  bottling 
plant,  warehouse  of  similar  establishment:   one 

(1)  parking  space  for  every  two  (2)  employees  on 
the  maximum  working  shift  plus  space  to  accommo- 
date all  trucks  and  other  vehicles  used  in  con- 
nection therewith. 

11.  Mortuary  or  funeral  home:   one  (1)  parking  space 
for  each  fifty  (50)  square  feet  of  floor  space 
in  sliimber  rooms,  parlors  and  individual  funeral 
service  rooms. 

12.  Private  club  or  lodge:   five  (5)  parking  spaces 
plus  one  (1)  additional  space  for  each  two  hun- 
dred (200)  square  feet  of  floor  area  in  activity 
and  meeting  rooms . 
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13.  Restaurant,  night  club,  cafe  or  similar  recrea- 
tion or  amusement  establishment:   one  (1)  park- 
ing space  for  each  one  hundred  (100)  square  feet 
of  floor  area. 

14.  Retail  store  or  personal  service  establishment: 
one  (1)  parking  space  for  each  two  hundred  (200) 
square  feet  of  floor  area. 

15.  Rooming  house,  lodging  house,  fraternity  or 
sorority:   one  (1)  parking  space  for  each  two 
(2)  beds. 

16.  Sports  arena,  stadium  or  gymnasium  (except 
school) :   one  (1)  parking  space  for  each  five 
(5)  seats  or  bench  seating  spaces. 

17.  Theater  or  auditorium  (except  school):  one  (1) 
parking  space  for  each  five  (5)  seats  or  bench 
seating  spaces. 

B.   Signs:   The  following  regulations  shall  govern  the 
location,  area  and  type  of  signs  permitted  within 
the  City  and  its  jurisdictional  area. 

1 .   General  sign  requirements: 

a.  All  signs  shall  be  structurally  safe  and  shall 
be  securely  anchored  or  otherwise  fastened, 
suspended,  or  supported  so  that  they  will  not 
be  a  menace  to  the  safety  of  persons  or 
property. 

b.  No  sign,  outdoor  commercial  advertising  de- 
vice or  lighting  device  constituting  a  nius- 
ance  to  an  adjacent  residential  district  be- 
cause of  lighting  glare,  focus,  animation  or 
flashing  of  a  sign,  lighting  or  advertising 
device  shall  be  erected  or  continued  in 
operation. 

c.  No  "revolving  beacon"  or  "fountain"  signs 
shall  be  permitted  in  any  district. 

d.  No  sign  in  any  district  shall  conflict  in  any 
manner  with  the  clear  and  obvious  appearance 
of  public  devices  controlling  public  traffic. 
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e.  Ground  signs  shall  not  be  located  on  public 
property  except  by  specific  approval  of  the 
governing  body. 

f.  Temporary  signs  or  banners  on  or  over  public 
property  may  be  authorized  by  the  governing 
body  for  a  period  not  to  exceed  ten  (10)  days. 

g.  Signs  projecting  over  a  street,  alley,  or 
other  public  space  shall  conform  with  the 
Federal  Highway  Administration  and  Montana 
State  Highway  Commission  regulations. 

h.   Roadside  market  signs  advertising  produce 

grown  and  sold  on  the  premises  on  which  they 
are  located  shall  not  -emain  continuously 
erected  more  than  six  (6)  months  of  any 
calendar  year. 

i.   It  is  prohibited  to  erect,  paint  or  attach 
any  notice,  political  poster  or  handbill, 
advertisement  or  any  other  sign  upon  any 
power  or  telephone  pole,  bridge,  fire  hy- 
drant, official  public  sign,  or  in  any  por- 
tion of  a  public  right-of-way. 

Residential  uses: 


a.  One  (1)  identification  sign  shall  be  permitted 
per  residential  use  provided  such  sign  does 
not  exceed  two  (2)  square  feet  in  area;  said 
sign  may  be  wall,  pedestal,  ground  or  project- 
ing type  (but  not  projecting  over  public 
property) . 

b.  One  sign  of  a  temporary  nature,  such  as  "for 
sale"  or  "for  rent"  shall  be  permitted  per 
residential  use  provided  such  sign  does  not 
exceed  six  (6)  square  feet  and  is  not  lighted; 
said  sign  may  be  wall,  pedestal  or  ground  type. 

Agricultural  and  flood  control  districts: 
a.   Highway  billboards,  or  other  such  highway 
oriented  advertising  devices  shall  be  per- 
mitted, provided  such  signs  and  devices  are 
located  at  least  one  thousand  (1,000)  feet 
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from  any  existing  advertising  sign  or  device, 
regardless  of  political  boundaries,  width  of 
rights-of-way,  existing  highways,  streets, 
roads  or  easements, 
b.   Prior  to  construction  of  any  highway  billboard 
or  other  such  highway  oriented  advertising  de- 
vice, an  Outdoor  Advertising  Structure  Permit 
shall  be  obtained  from  the  Building  Inspector. 
Said  permit  shall  be  for  a  one  (1)  year  term. 
Permit  for  all  or  any  portion  of  a  year  shall 
be  considered  a  permit  for  a  full  year.   Said 
permit  shall  be  renewed  annually  on  or  before 
December  31,  provided  that  such  renewal  would 
not  be  adverse  to  the  public  health,  safety 
or  welfare.   If  the  Building  Inspector  judges 
any  sign  to  be  in  poor  repair,  not  properly 
located,  obstructing  public  right-of-way,  or 
in  any  way  adjudged  to  constitute  a  public 
hazard  or  nuisance,  said  sign  may  be  removed 
by  the  Building  Inspector.   Permits  shall  be 
clearly  visible  and  firmly  attached  to  the 
lower  one-fourth  of  the  sign,  and  located 
four  (4)  feet  above  ground  level.   The  fee 
for  said  Outdoor  Advertising  Structure  Permit 
shall  be  $10.00  plus  5<?  per  square  foot  for 
each  sign  having  a  total  face  advertising 
area  of  thirty-two  (32)  square  feet  or  more. 
The  fee  for  each  renewal  of  an  Outdoor  Adver- 
tising Structure  Permit  shall  be  $10.00. 

4.  Public  or  quasi-public  uses.   One  identification 
sign  shall  be  permitted  per  public  or  semi-public 
use  provided  such  sign  does  not  exceed  twenty  (20) 
square  feet  in  area;  said  sign  may  be  wall,  ped- 
estal, ground  or  projecting  type. 

5.  C-1,  C-2,  M-1,  M-2  and  M-3  districts.   No  restric- 
tions except  the  general  sign  requirements  and  the 
regulations  for  specific  uses  set  forth  above;  how- 
ever, no  billboards  shall  be  allowed. 
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Additional  Heicfht  and  Area  Regulations: 

1.  Public,  quasi-public,  or  public  service  buildings, 
hospitals,  institutions  or  schools,  when  permitted 
in  a  district,  may  be  erected  to  a  height  not 
exceeding  sixty  (60)  feet,  and  churches  may  be 
erected  to  a  height  not  exceeding  seventy-five 
(75)  feet,  provided  that  the  front  yard  depth 
shall  be  thirty  (30)  percent  in  excess  of  those 
specified  in  these  regulations,  and  further  pro- 
vided that  the  side  yards  of  an  interior  lot  shall 
be  twenty  (20)  feet  and  the  side  yard  on  a  corner 
lot  shall  be  equal  to  the  front  yard  requirements 
as  stated  hereinabove. 

2.  Chimneys,  church  steeples,  cooling  towers,  eleva- 
tor bulkheads,  fire  towers,  monuments,  stacks, 
stage  towers  or  scenery  lofts,  tanks,  water  towers, 
ornamental  towers,  spires,  wireless  towers,  grain 
elevators,  or  necessary  mechanical  appurtenances, 
are  exempt  from  the  height  regulations  as  herein 
provided. 

3.  Accessory  buildings  may  be  built  in  a  required 
rear  yard  but  such  accessory  buildings  shall  not 
occupy  more  than  thirty  (30)  percent  of  a  required 
rear  yard  and  shall  not  be  nearer  than  five  (5)  feet 
to  any  side  or  rear  lot  line,  except  that  when  a 
garage  is  entered  from  an  alley  at  right  angles, 

it  shall  not  be  located  closer  than  ten  (10)  feet 
to  the  alley  line.   If  a  garage  is  located  closer 
than  ten  (10)  feet  to  the  main  building,  the 
garage  shall  be  regarded  as  a  part  of  the  main 
building  for  the  purposes  of  determining  side  and 
rear  yards. 

4.  No  accessory  building  shall  be  constructed  upon 

a  lot  until  the  construction  of  the  main  building 
has  been  actually  commenced,  and  no  accessory 
building  shall  be  used  for  dwelling  purposes  other 
than  by  domestic  servants  employed  entirely  on  the 
premises. 
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5.  Every  part  of  a  required  yard  shall  be  open  to 
the  sky,  unobstructed  by  any  structure,  except 
for  the  projection  of  sills,  belt  course,  cor- 
nices and  ornamental  features  which  are  not  to 
exceed  twelve  (12)  inches. 

6.  No  basement  or  cellar  shall  be  occupied  for  res- 
idential purposes  until  the  remainder  of  the 
building  has  been  substantially  completed. 

7.  Open-lattice  enclosed  fire  escapes,  fireproof 
outside  stairways,  and  balconies  opening  upon 
fire  towers,  and  the  ordinary  projections  of 
chimneys  and  flues  into  the  rear  yard  may  be 
permitted  by  the  Building  Inspector  for  a  dis- 
tance of  not  more  than  three  and  one-half  (3-1/2) 
feet  and  where  the  same  are  so  placed  as  not  to 
obstruct  light  and  ventilation. 

8.  An  open  unenclosed  porch  or  paved  terrace  may 
project  into  a  front  yard  for  a  distance  not 
exceeding  ten  (10)  feet. 


9.   Terraces,  uncovered  porches,  platforms  and  orna- 
mental features  which  do  not  extend  more  than 
three  (3)  feet  above  the  floor  level  of  the 
ground  story  may  project  into  a  required  yard 
provided  these  projections  be  at  least  two  (2) 
feet  from  the  adjacent  side  lot  line. 

10.  For  the  purpose  of  the  side  yard  regulations,  a 
two-family  dwelling,  or  a  multiple  dwelling  shall 
be  considered  as  one  building  occupying  one  lot. 

11.  Where  a  lot  or  tract  is  used  for  farming  or  for 

a  commercial  or  industrial  purpose,  more  than  one 
main  building  may  be  located  upon  the  lot  or  tract, 
but  only  when  such  buildings  conform  to  all  open 
space  requirements  around  the  lot  for  the  district 
in  which  the  lot  or  tract  is  located. 
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12.  In  the  event  that  a  lot  is  to  be  occupied  by  a 
group  of  two  or  more  related  buildings  to  be 
used  for  multiple  dwelling,  institutional,  motel 
or  hotel  purposes,  there  may  be  more  than  one 
main  building  on  the  lot  provided,  however,  that 
the  open  space  between  buildings  that  are  paral- 
lel or  within  forty-five  (45)  degrees  of  being 
parallel,  shall  have  a  minimum  dimension  of 
twenty  (20)  feet  for  one  (1)  story  buildings, 
thirty  (30)  feet  for  two  (2)  story  buildings, 
and  forty  (40)  feet  for  three  (3)  or  more  story 
buildings. 

13.  Where  an  open  space  is  more  than  fifty  (50)  per- 
cent surrounded  by  a  building,  the  minimum  width 
of  the  open  space  shall  be  at  least  twenty  (20) 
feet  for  one  (1)  story  buildings,  thirty  (30) 
feet  for  two  (2)  story  buildings,  and  forty  (40) 
feet  for  three  (3)  or  more  story  buildings. 

14.  Where  lots  have  double  frontage,  the  required 
front  yards  shall  be  provided  on  both  streets. 

15.  The  required  side  yard  on  the  street  side  of  a 
corner  lot  shall  be  one-half  (1/2)  the  required 
front  yard  on  such  street,  provided  that  no  adja- 
cent structures  front  on  the  same  street,  in  which 
case  the  entire  required  front  yard  must  be  pro- 
vided, except  that  the  building  width  shall  not 

be  reduced  to  less  than  thirty-two  (32)  feet,  and 
no  accessory  building  shall  project  beyond  the 
required  front  yard  on  either  street. 

16.  The  front  yards  heretofore  established  shall  be 
adjusted  in  the  following  cases: 

a.   Where  forty  (40)  percent  or  more  of  the 

frontage  on  the  same  side  of  a  street  be- 
tween two  intersecting  streets  is  developed 
with  two  or  more  buildings  that  have  (with  a 
variation  of  five  (5)  feet  or  less)  a  front 
yard  greater  in  depth  than  herein  required, 
new  buildings  shall  not  be  erected  closer  to 
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the  street  than  the  front  yard  so  established 
by  the  existing  building  nearest  the  street 
line, 
b.   Wliere  forty  (40)  percent  or  more  of  the  front- 
age on  one  side  of  a  street  between  two  inter- 
secting streets  is  developed  with  two  or  more 
buildings  that  have  a  front  yard  of  less  depth 
than  herein  required,  then:   Where  a  building 
is  to  be  erected  on  a  parcel  of  land  that  is 
within  one  hundred  (100)  feet  of  existing 
buildings  on  both  sides,  the  minimum  front 
yard  shall  be  a  line  drawn  between  the  two 
closest  front  corners  of  the  adjacent  build- 
ings on  each  side;  or.  Where  a  building  is  to 
be  erected  on  a  parcel  of  land  that  is  within 
one  hundred  (100)  feet  of  an  existing  build- 
ing on  one  side  only,  such  building  may  be 
erected  as  close  to  the  street  as  the  existing 
adjacent  building. 

Section  20.   Vacations 

Whenever  any  street,  alley  or  other  public  way  is  vacated 
by  official  action  of  the  city  Council  of  the  City  of 
Miles  City,  the  zoning  district  adjoining  each  side  of 
such  street,  alley  or  public  way  shall  be  automatically 
extended  to  the  center  of  such  vacation  and  all  area  in- 
cluded in  the  vacation  shall  then  and  henceforth  be  sub- 
ject to  all  appropriate  regulations  of  the  extended  district. 

Section  21.   Annexation  of  Additional  Territory 

Whenever  any  territory  is  added  to  the  city  limits  of  the 
City  of  Miles  City,  plans  for  said  annexation  shall  be 
presented  to  the  Planning  Board  for  land  use  and  zoning 
recommendations,  and  the  City  Council  in  the  ordinance 
providing  for  its  addition  to  the  City  shall  designate 
the  district  or  districts  in  which  it  is  included.   The 
territory  annexed  shall  then  be  governed  by  the  provisions 
of  the  section  governing  the  district  to  which  it  is  at- 
tached.  In  the  absence  of  the  adoption  of  such  resolution, 
such  territory  when  annexed  shall  automatically  become  a 
part  of  the  R-lA  Dwelling  District. 
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Section  22.   Regulations  for  Nonconforming  Uses 

A.  Existing  Uses;   The  lawful  use  of  a  building  and  pre- 
mises existing  at  the  time  of  the  effective  date  of 
these  regulations  may  be  continued  although  such  use 
does  not  conform  to  the  provisions  hereof,  but  if  such 
use  or  occupancy  is  discontinued  for  a  period  of  more 
than  one  (1)  year,  any  subsequent  use  or  occupancy  of 
the  land  or  premises  shall  be  a  conforming  use  or 
occupancy. 

B.  Change  of  Regulations,  District  or  Use;   Whenever  the 
use  of  a  building  becomes  a  non-conforming  use  through 
a  change  in  the  Zoning  Regulations  or  district  boun- 
daries, such  use  may  be  continued  and  if  no  structural 
alterations  are  made,  it  may  be  changed  to  another  non- 
conforming use  of  the  same  or  of  a  more  restricted 
classification.   Whenever  a  non-conforming  use  has 
been  changed  to  a  more  restricted  use  or  to  a  conform- 
ing use,  such  use  shall  not  thereafter  be  changed  to  a 
less  restricted  use. 

No  existing  building  devoted  to  a  use  not  permitted 
by  these  regulations  in  the  district  in  which  such 
building  is  located,  except  when  required  to  do  so  by 
law  or  order,  shall  be  enlarged,  extended,  altered  or 
reconstructed  unless  such  use  is  changed  to  a  use  per- 
mitted in  the  district  in  which  such  building  is  lo- 
cated.  However,  in  order  to  provide  for  off-street 
parking  and  off-street  loading,  a  non-conforming  use 
of  either  building  or  land  may  be  expanded  by  enlarge- 
ment of  either  the  building  or  land  area  by  not  more 
than  twenty-five  (25)  percent  of  its  size  existing  at 
the  time  of  adoption  of  these  regulations. 

C.  Non-conforming  Use  Destroyed  or  Damaged;   When  a  build- 
ing, the  use  of  which  does  not  conform  to  the  provi- 
sions of  these  regulations,  is  damaged  by  fire,  explo- 
sion, act  of  God,  or  the  public  enemy,  to  the  extent 

of  fifty  (50)  percent  of  its  assessed  valuation  as 
shown  in  the  office  of  the  County  Assessor  of  Custer 
County,  Montana,  it  shall  not  be  restored  except  in 
conformity  with  the  district  regulations  of  the  dis- 
trict in  which  the  building  is  situated. 
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D.   Unlawful  Use  Not  Authorized:   Nothing  in  these  regu- 
lations shall  be  interpreted  as  authorization  for,  or 
approval  of,  the  continuance  of  the  use  of  the  build- 
ing or  premises  in  violation  of  any  regulations  in 
effect  at  the  time  of  the  effective  date  of  these 
regulations . 

Section  23.   Board  of  Adjustment 

The  City  Council  shall  provide  for  the  appointment  of  a 
Board  of  Adjustment,  and  in  the  regulations  and  restric- 
tions adopted  pursviant  to  the  authority  of  this  act  shall 
provide  that  the  Board  of  Adjustment  may,  in  appropriate 
cases,  and  subject  to  appropriate  conditions  and  safe- 
guards, maT<:e  special  exceptions  to  the  terms  of  the  zoning 
resolution  in  harmony  with  its  general  purposes  and  intent 
and  in  accordance  with  the  general  or  specific  rules  of 
this  act. 

A.   Membership  and  Organization;   The  Board  of  Adjustment 

shall  consist  of  five  (5)  members,  each  to  be  appointed 
for  a  term  of  two  (2)  years,  and  removable  for  cause 
by  the  City  Council  upon  written  charges  and  after 
public  hearing.   Vacancies  shall  be  filled  for  the 
unexpired  term  of  any  member  whose  term  becomes  vacant. 

The  Board  of  Adjustment  shall  adopt  rules  in  accord- 
ance with  the  provisions  of  any  resolution  adopted 
pursuant  to  this  act.   Meetings  of  the  Board  of  Adjust- 
ment shall  be  held  at  the  call  of  the  chairman  and  at 
such  times  as  the  Board  may  determine.   Such  chairman, 
or  in  his  absence  the  acting  chairman,  may  administer 
oaths  and  compel  the  attendance  of  witnesses.   All 
meetings  of  the  Board  shall  be  open  to  the  public. 
The  Board  shall  keep  minutes  of  its  proceedings,  show- 
ing the  vote  of  each  member  upon  each  question,  or  if 
absent  or  failing  to  vote,  indicating  such  fact,  and 
shall  keep  records  of  its  examinations  and  other  offi- 
cial actions,  all  of  which  shall  be  immediately  filed 
in  the  office  of  the  City  Clerk  and  shall  be  a  public 
record. 
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Appeals:   Appeals  to  the  Board  of  Adjustment  may  be 
taken  by  any  person  aggrieved  or  by  any  officer,  de- 
partment, board,  or  bureau  of  the  city  affected  by 
any  decision  of  the  administrative  officer.   Such 
appeal  shall  be  taken  within  a  reasonable  time,  as 
provided  by  the  rules  of  the  Board,  by  filing  with 
the  officer  from  whor.  the  appeal  is  taken  and  with 
the  Board  of  Adjustment  a  notice  specifying  the 
grounds  thereof.   The  officer  from  whom  the  appeal 
is  taken  shall  forthwith  transmit  to  the  Board  all 
papers  constituting  the  record  upon  which  the  action 
appealed  was  taken. 

An  appeal  stays  all  proceedings  in  furtherance  of 
the  action  appealed  from,  unless  the  officer  from 
whom  the  appeal  is  taken  certifies  to  the  Board  of 
Adjustment  after  the  notice  of  appeal  shall  have  been 
filed  with  him  that  by  reason  of  facts  stated  in  the 
certificate  a  stay  would,  in  his  opinion,  cause  immi- 
nent peril  to  life  or  property.   In  such  case,  pro- 
ceedings shall  not  be  stayed  other  than  by  a  restrain- 
ing order  which  may  be  granted  by  the  Board  of  Adjust- 
ment or  by  a  court  of  record  on  application  on  notice 
to  the  officer  from  whom  the  appeal  is  taken  and  on 
due  cause  shown. 

The  Board  of  Adjustment  shall  fix  a  reasonable  time 
for  the  hearing  of  the  appeal,  give  public  notice 
thereof,  as  well  as  due  notice  to  the  parties  in 
interest,  and  decide  the  same  within  a  reasonable 
time.   Upon  the  hearing  any  party  may  appear  in  per- 
son or  by  his  attorney. 

Powers  of  the  Board:   The  Board  of  Adjustment  shall 
have  the  following  powers: 

1.   To  hear  and  decide  appeals  where  it  is  alleged 
there  is  error  in  any  order,  requirement,  deci- 
sion, or  determination  made  by  an  administrative 
official  in  the  enforcement  of  this  act  or  of  any 
resolution  adopted  pursuant  thereto. 
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2.  To  hear  and  decide  special  exceptions  to  the 
terms  of  the  Zoning  Regulations  upon  which  said 
Board  is  required  to  pass  under  such  resolution. 

3.  To  authorize  upon  appeal  in  specific  cases  such 
variance  from  the  terms  of  the  Regulations  as 
will  not  be  contrary  to  the  public  interest  and 
where,  owing  to  special  conditions,  a  literal 
enforcement  of  the  provisions  of  the  Regulations 
will  result  in  unnecessary  hardship,  and  so  that 
the  spirit  of  the  Regulations  shall  be  observed 
and  substantial  justice  done. 

In  exercising  the  above-mentioned  powers,  the  Board 
of  Adjustment  may,  in  conformity  with  the  provisions 
of  this  act,  reverse  or  affirm,  wholly  or  partly,  or 
modify  the  order,  requirement,  decision  or  determi- 
nation appealed  from  and  may  make  such  order,  require- 
ment, decision  or  determination  as  ought  to  be  made, 
and  to  that  end  shall  have  all  ' he  powers  of  the 
officer  from  whom  the  appeal  is  taken. 

The  concurring  vote  of  three  (3)  members  of  the  Board 
shall  be  necessary  to  reverse  any  order,  requirement, 
decision  or  determination  of  any  such  administrative 
official,  or  to  decide  in  favor  of  the  applicant  on 
any  matter  upon  which  it  is  required  to  pass  under 
any  such  ordinance,  or  to  effect  any  variation  in 
such  regulations. 

D.   Approval  of  Permits  for  Certain  Uses;   Before  issuance 
of  a  permit  for  the  establisliment,  erection,  recon- 
struction, structural  alteration,  enlargement,  addi- 
tion to  or  moving  of  any  of  the  following  uses,  the 
Board  shall  have  approved  or  conditionally  approved 
such  permit,  acting  upon  written  application  therefor, 
filed  with  the  secretary,  and  after  a  hearing  thereon 
with  a  reasonable  time  for  such  hearing  fixed  and  due 
notice  thereof  given  to  the  parties: 

1.   Any  use  which,  as  provided  by  the  district  regu- 
lations and  other  regulations  herein,  shall  be 
permitted  in  a  certain  district  or  districts  only 
upon  approval  of  the  Board. 
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2.   The  following  uses: 

a.  Salt,  gas  or  oil  wells  or  drilling,  gravel 
pits,  mineral  exploration  or  recovery. 

b.  Air  navigation  facilities,  buildings  for 
essential  services,  cemetery,  crematory,  ■ 
mausoleum  and  other  places  for  the  disposal 
of  the  human  dead,  convalescent  home,  public 
utility  and  public  service  uses,  including 
microwave  radio  relay  structure,  hospitals, 
institutions  of  an  educational,  philanthropic 
or  charitable  nature,  plant  nurseries,  and 
greenhouses  with  sales  offices,  in  any  dis- 
trict, when  required  for  the  public  health, 
safety,  convenience  or  welfare. 

c .  Dumps  and  dog  pounds . 

d.  The  extension  of  a  use  into  a  district  where 
it  would  otherwise  be  prohibited,  in  a  case 
where  a  district  boundary  line  is  so  located 
that  a  lot  is  in  more  than  one  district. 

The  issuance  of  any  permit  shall  not  be  approved 
unless  the  Board  shall  find,  in  each  case,  that 
the  location  of  the  use  for  which  the  permit  is 
sought,  the  manner  of  conducting  the  same  and  any 
building  or  facilities  or  services  which  are  in- 
volved will  not  be  dangerous  or  otherwise  detri- 
mental to  persons  residing  or  working  in  the 
vicinity  thereof,  or  to  the  public  welfare,  and 
will  not  impair  the  use,  enjoyment  or  value  of 
any  property. 

In  acting  on  any  matter,  the  Board  may  determine  that, 
in  order  to  protect  the  public  health,  safety,  con- 
venience or  welfare,  or  to  avoid  traffic  congestion 
or  hazard  or  other  dangers,  or  for  promoting  confor- 
mity of  a  proposed  use  with  the  character  of  adjoin- 
ing property  and  the  district  as  a  whole,  or  for  pro- 
tecting such  character,  the  issuance  of  a  permit 
applied  for  should  be  subject  to  the  following  or 
other  conditions,  and  may  impose  such  conditions: 

1.   Time  limits  within  which  a  permit  shall  be  valid 
or  a  use  shall  be  conducted. 
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2.  Specific  yard  area,  open  space  and  height  regu- 
lations in  lieu  of  the  regulations  herein. 

3.  Provision  of  off-street  parking  spaces  and  spaces 
or  easements  for  screen  planting,  utility  lines 
and  necessary  facilities  and  services,  supplemen- 
tal to  the  principal  or  accessory  use  of  the 
premises . 

4.  Limitation  of  use  and  specification  of  manner  of 
maintaining  and  conducting  such  use  or  uses. 

5.  Structural  requirements. 

The  Board  may  require  a  written  agreement,  deposit 
of  a  certified  check  or  funds,  a  bond  or  other  assur- 
ance of  faithful  observance  of  conditions,  the  viola- 
tion of  which  shall  invalidate  the  permit  and  shall 
be  considered  a  violation  of  this  ordinance. 

Court  Appeals:   Any  person  or  persons,  jointly  or 
severally,  aggrieved  by  any  decision  of  the  Board  of 
Adjustment,  or  any  taxpayer,  or  any  officer,  depart- 
ment, board,  or  bureau  of  the  City,  may  present  to  a 
court  of  record  a  petition,  duly  verified,  setting 
forth  that  such  decision  is  illegal,  in  whole  or  in 
part,  specifying  the  grounds  of  the  illegality.   Such 
petition  shall  be  presented  to  the  court  within  thirty 
(30)  days  after  the  filing  of  the  decision  in  the 
office  of  the  Board. 

The  Board  of  Adjustment  shall  not  be  required  to  re- 
turn the  original  papers  acted  upon  by  it,  but  it 
shall  be  sufficient  to  return  certified  or  sworn 
copies  thereof  or  of  such  portions  thereof  as  may  be 
called  for  by  such  writ.   The  return  shall  concisely 
set  forth  such  other  facts  as  may  be  pertinent  and 
material  to  show  the  grounds  of  the  decision  appealed 
from  and  shall  be  verified. 
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Section  24.   Occupancy  Pennits 

A.  Permits :   Subsequent  to  the  effective  date  of  this 
ordinance,  no  change  in  use  or  occupancy  of  land  nor 
any  change  of  use  or  occupancy  in  an  existing  build- 
ing other  than  for  one-family  and  two-family  dwelling 
purposes,  shall  be  made,  nor  shall  any  new  building 
be  occupied  until  a  certificate  of  occupancy  has  been 
issued  by  the  Building  Inspector.   Every  certificate 
of  occupancy  shall  state  that  the  new  occupancy  com- 
plies with  all  provisions  of  this  ordinance. 

B.  Application:   No  permit  for  the  erection  or  altera- 
tion of  any  building  shall  be  issued  before  the  ap- 
plication has  been  made  and  approved  for  a  certifi- 
cate of  occupancy  and  compliance,  and  no  building  or 
premises  shall  be  occupied  until  such  certificate  and 
permit  is  issued. 

C .  Certificate  of  Occupancy  for  Non-conforming  Uses :   A 
certificate  of  occupancy  shall  be  required  for  all 
lawful  non-conforming  uses  of  land  or  buildings  created 
at  the  time  of  passage  of  this  ordinance.   Application 
for  such  certificates  of  occupancy  for  non-conforming 
uses  shall  be  filed  with  the  Building  Inspector  by  the 
owner  or  lessee  of  the  land  or  building  occupied  by 
such  non-conforming  use  within  two  (2)  years  from  the 
effective  date  of  this  ordinance.   It  shall  be  the 
duty  of  the  Building  Inspector  to  issue  a  certificate 
of  occupancy  for  a  lawful  non-conforming  use.   But 
failure  to  apply  for  such  certificate  of  occupancy 

for  non-conforming  use,  or  failure  of  the  Building 
Inspector  to  issue  such  certificate  of  occupancy  for 
non-conforming  use,  may  be  considered  evidence  that 
such  non-conforming  use  did  not  lawfully  exist  at  the 
effective  date  of  this  ordinance. 

D.  Records:  A  record  of  all  certificates  of  occupancy 
shall  be  kept  on  file  in  the  office  of  the  Building 
Inspector,  and  copies  shall  be  furnished  on  request 

to  any  person  having  a  proprietary  or  tenancy  interest 
in  land  or  building  affected  by  such  certificate  of 
occupancy. 


B  -  63 


11 


Section  25.   Building  Inspector 

A.  Creation  of  Office:   There  be  and  is  hereby  created 
in  Miles  City,  Montana,  the  office  of  Building  In- 
spector.  Said  Inspector  shall  be  appointed  by  the 
Mayor  and  approved  by  the  City  Council  at  such 
salary  and  compensation  as  shall  be  determined. 

B.  Powers  and  Duties  of  Inspector;   The  duties  of  the 
Building  Inspector  shall  be  generally  the  inspection 
of  the  alteration  or  erection  of  all  buildings  within 
the  City  and  its  extra-territorial  jurisdictional 
area.   The  Building  Inspector  shall  also  be  charged 
with  the  enforcement  of  all  codes,  ordinances  or 
resolutions  in  connection  with  the  building  of  build- 
ings, alteration  of  buildings  or  the  moving  of  build- 
ings within  the  City's  jurisdiction.   The  Building 
Inspector  is  hereby  empowered  to  file  complaints 
against  any  person,  persons,  firm  or  corporation  for 
violating  any  of  the  provisions  of  any  of  the  codes, 
ordinances  or  resolutions  over  which  he  has  by  this 
ordinance  been  granted  jurisdiction,  and  he  shall 
request  the  Miles  City  States  Attorney  to  prosecute 
such  violation  without  unnecessary  delay.   The  In- 
spector shall  be  charged  with  such  further  duties 

as  may  from  time  to  time  be  allotted  to  him  by  the 
Board  of  Adjustment.   The  final  determination  of  the 
Building  Inspector  may  at  all  times  be  reviewed  upon 
appeal  to  the  Board  of  Adjustment. 

Section  26.   Building  Permits 

A.   Application:   Any  person  or  persons  intending  to  con- 
struct, reconstruct  or  relocate  a  building  or  other 
structure  or  addition  thereto,  within  Miles  City, 
shall  before  proceeding  with  said  work,  or  commencing 
any  excavation  in  connection  therev  ith,  file  in  the 
office  of  the  Building  Inspector  a  written  applica- 
tion in  duplicate  designating  the  kind  of  building, 
structure  or  addition  which  he  intends  to  erect  or 
make,  materials  of  which  the  same  is  to  be  composed, 
and  the  legal  description  and  location  of  the  real 
estate,  the  part  or  portion  of  the  real  estate  to  be 
occupied  by  the  building,  other  structure  or  addition. 
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or  improvement,  the  probable  cost  thereof  and  a  de- 
tailed description  of  the  type  of  construction  and 
material  used  therein,  and  especially  for  each  chim- 
ney, smoke  stack,  flue  and  fireplace  to  be  erected 
or  constructed  in  connection  therewith,  together  with 
such  additional  plans  and  specifications  as  may  be 
required  by  the  Building  Inspector,  and  shall  obtain 
a  permit  therefor  as  hereinafter  provided.   The  Uni- 
form Building  Code  1969  edition,  together  with  any 
amendments  hereafter  made  thereto,  three  copies  of 
which  are  on  file  in  the  office  of  the  City  Clerk,  is 
hereby  incorporated  and  made  a  part  of  this  Section, 
the  same  as  though  spread  at  large  herein.   In  con- 
struing the  subject  matter  incorporated  by  reference 
herein,  if  any  part  of  said  subject  matter  shall  con- 
flict so  that  it  cannot  be  reconciled  with  any  other 
code,  ordinance  or  resolution  duly  enacted  by  the 
City  Council,  the  provisions  of  said  regulations 
which  legislate  directly  and  specifically  upon  the 
precise  matter  in  question  shall  prevail. 

Site  Plan;   Each  application  for  a  building  permit 
shall  be  accompanied  by  a  site  plan  showing  the  ac- 
tual dimensions  of  the  lot  to  be  built  upon,  the 
size,  shape  and  location  of  the  building  to  be 
erected,  and  such  other  information  as  may  be  neces- 
sary to  provide  for  the  enforcement  of  this  ordinance. 
A  record  of  applications  and  site  plans  shall  be  kept 
in  the  office  of  the  Building  Inspector 

Application,  Approval  and  Requirements;  Issuance  of 
Permits ;   The  application  shall  be  filed  in  the  of- 
fice of  the  Building  Inspector  who  shall  determine 
whether  said  application  and  proposed  construction 
meets  the  requirements  of  this  ordinance.   If  it  is 
determined  that  the  proposed  work  will  conform  to  the 
Statutes  of  the  State  of  Montana  and  this  ordinance 
and  that  no  good  cause  of  any  nature  exists  why  said 
work  should  not  be  done,  said  Inspector  shall  there- 
upon approve  said  building  permit  application  and 
promptly  issue  a  building  permit.   If  the  application 
be  disapproved  by  the  Building  Inspector  or  if  any 
citizen  of  Miles  City  shall  file  objection  in  writing 
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with  the  City  Clerk  to  the  issuance  of  said  permit, 
the  City  Clerk  shall  present  said  application,  to- 
gether with  all  plans  and  specifications,  objections 
and  findings,  to  the  Board  at  their  next  regular  or 
special  meeting  and  said  Board  then  shall  determine 
whether  the  permit  shall  be  issued. 

D.  Building  Permit  Fee:   At  the  time  of  issuance  of  any 
permit  as  aforesaid,  charge  and  collect  in  advance 
for  issuance  of  said  permit  a  fee  to  be  established 
by  the  Board  of  Adjustment.   Said  fee  shall  be  paid 
over  to  the  City  Treasurer  for  credit  to  the  General 
Fund  of  the  City. 

E.  Enforcement;   Where  there  are  practical  difficulties 
or  unnecessary  hardship  in  the  way  of  carrying  out 
the  provisions  of  this  Section,  the  Board  of  Adjust- 
ment, by  resolution,  after  due  notice,  may  prescribe 
in  a  specific  case  a  variation  in  the  application  of 
any  provision  in  harmony  with  the  general  purpose  and 
intent  of  this  Section  so  that  the  public  health, 
safety  and  welfare  may  be  conserved,  and  the  Board 

of  Adjustment  may  grant  in  the  case  of  hardship  or 
other  unusual  circumstance  temporary  and  conditional 
permits,  of  not  more  than  one  year's  duration  for 
structures  and  uses  not  permitted  by  this  Section, 
but  which  are  necessary  for  the  development  of  the 
area.   No  building  permit  shall  be  issued  for  the 
erection  of  any  building  unless  the  plans  conform  to 
these  regulations  and  no  building  shall  be  erected 
in  violation  of  or  which  shall  not  conform  to  the 
provisions  hereof  and  no  building  shall  be  erected 
in  violation  of  or  which  shall  not  conform  to  the 
provisions  hereof  under  any  permit  heretofore  issued, 
unless  construction  thereof  shall  have  been  commenced 
in  good  faith  prior  to  the  enactment  of  this  ordinance. 

Section  27.   General  Provisions,  Legislative 
Provisions,  Penalty 

A.   Interpretation,  Purpose  and  Conflict;   In  interpret- 
ing and  applying  the  provisions  of  this  ordinance 
they  shall  be  held  to  be  the  minimum  requirements 


B  -  66 


for  the  promotion  of  the  public  safety,  health,  con- 
venience, comfort,  morals,  prosperity  and  general 
welfare.   It  is  not  intended  that  this  ordinance 
interfere  with  or  abrogate  or  annul  any  easements, 
covenants  or  other  agreements  between  parties,  ex- 
cept that  if  this  ordinance  imposes  a  greater  re- 
striction, it  shall  control. 

B.   Amendments;   The  City  Council  may,  from  time  to  time, 
amend  this  ordinance  by  supplementing,  changing, 
modifying  or  repealing  any  of  the  regulations,  re- 
strictions or  other  provisions  hereof,  or  the  dis- 
trict map,  or  the  districts  on  said  map  or  the  boun- 
daries of  such  districts.   A  proposed  amendment  may 
be  initiated  by  the  City  Council  upon  its  own  motion 
or  upon  receipt  of  a  request  therefor  from  the  Zoning 
Commission  or  the  Planning  Commission,  or  upon  re- 
ceipt of  a  petition  therefor  from  any  interested 
person  or  persons  or  their  agents. 

1 .  Report  by  Zoning  Commission;  public  hearing.   The 
City  Council  shall  require  a  report  from  the  Zon- 
ing Commission  on  any  proposed  amendment  before 
taking  final  action  thereon.   The  Zoning  Commis- 
sion shall  thereupon  make  a  preliminary  report 
and  hold  a  public  hearing  thereon  with  notice 
the  same  as  required  for  the  public  hearing  by 
the  City  Council  before  submitting  its  final  re- 
port.  Such  final  report  shall  be  submitted  within 
ninety  (90)  days  after  the  time  of  referral  of  the 
proposed  amendment  to  the  Zoning  Commission,  un- 
less the  City  Council  is  agreeable  to  an  extension 
of  time. 

2.  Action  by  City  Council;  public  hearing.   After  re- 
ceipt of  the  required  final  report  from  the  Zoning 
Commission  on  any  amendment,  or  in  the  event  of 
the  failure  of  the  Zoning  Commission  to  so  report 
after  ninety  (90)  days  after  the  time  of  referral 
of  the  proposed  amendment  to  the  Zoning  Commis- 
sion, the  City  Council  shall  hold  a  public  hearing. 
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after  which  the  propoaed  amendment  may  bo  pnf.fjcd. 
Not  less  than  fifteen  (15)  days'  notice  of  the 
time  and  place  of  the  public  hearing  shall  first 
be  published  in  the  official  paper  of  the  City  of 
Miles  City.   Parties  in  interest  and  citizens 
shall  be  given  an  opportunity  to  be  heard. 

3.   Vote  after  protest.   If  a  protest  against  a  change, 
supplement,  modification,  amendment  or  repeal  is 
filed,  duly  signed  by  owners  of  twenty  (20)  per- 
cent, or  more: 

a.  Of  the  area  of  the  lots  included  in  such  pro- 
posed change; 

b.  Of  those  immediately  adjacent  in  the  rear 
thereof  extending  one  hundred  fifty  (150) 
feet  therefrom;  or 

c.  Of  those  directly  opposite  thereto  extending 
one  hundred  fifty  (150)  feet  from  the  street 
frontage  of  such  opposite  lots; 

the  amendment  shall  not  become  effective  except 
by  a  favorable  vote  of  three-fourths  (3/4)  of  all 
the  members  of  the  City  Council. 

C.  Enforcement;   It  shall  be  the  duty  of  the  Building 
Inspector  to  enforce  this  ordinance.   Appeals  from  a 
decision  of  the  Building  Inspector  may  be  made  as 
provided  for  in  Section  23. 

D.  Purposes  of  Catch  Heads:   The  catch  heads  appearing 
in  connection  with  the  foregoing  sections  are  in- 
serted simply  for  convenience,  to  serve  the  purpose 
of  an  index  and  they  shall  be  wholly  disregarded  by 
any  persons,  officer,  court  or  other  tribunal  in  con- 
struing the  terms  and  provisions  of  this  ordinance. 

E.  Violations  and  Penalties:   If  any  building  or  struc- 
ture is  erected,  reconstructed,  repaired,  altered, 
enlarged,  converted,  maintained  or  moved,  of  if  any 
building,  structure  or  land  is  used  in  violation  of 
this  ordinance,  the  Building  Inspector  shall  order 
in  writing  the  correction  of  such  violation.   If, 
within  thirty  (30)  days,  or  such  longer  time  as  the 
Building  Inspector  may  in  writing  authorize,  any  such 
conditions  have  not  been  corrected,  he  shall  cause 
appropriate  criminal  action  to  be  insti Luted. 
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The  Building  Inspector  or  City  Attorney  or  other 
official  designated  by  the  city  Council  may  insti- 
tute appropriate  action  or  proceedings  for  the  pur- 
pose of: 

1.  Prosecuting  any  violation. 

2.  Restraining,  correcting  or  abating  such  violation. 

3.  Preventing  the  occupancy  of  any  building,  struc- 
ture or  land  in  violation  of  this  ordinance. 

4.  Preventing  any  illegal  act,  conduct,  business 
or  use  in  or  about  any  building,  structure  or 
land  in  violation  of  this  ordinance. 

Any  person,  firm  or  corporation  violating  the  pro- 
visions of  this  ordinance  shall  be  guilty  of  a  mis- 
demeanor and  upon  conviction  thereof  shall  be 
punished  by  a  fine  or  penalty  not  to  exceed  one 
hundred  dol  ars  ($100.00)  or  by  imprisonment  not  to 
exceed  fifty  (50)  days,  or  both  such  fine  and  im- 
prisonment.  The  court  shall  have  the  power  to  sus- 
pend said  sentence  and  to  revoke  suspension  thereof. 
Each  day  any  violation  shall  exist  shall  constitute 
a  separate  offense. 

F.  Validity:   If  any  section,  subsection,  sentence, 
clause  or  phrase  of  this  ordinance  is  for  any  reason 
held  to  be  unconstitutional  or  invalid,  such  decision 
shall  not  affect  the  validity  of  the  remaining  portions. 

G.  Repeal  of  Conflicting  Ordinances;   All  ordinances  and 
parts  of  ordinances  in  conflict  with  this  ordinance 
be,  and  the  same  hereby,  are  repealed. 
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H.   EnactmGnt:   This  ordinance  shall  be  in  full  Eorcc 

and  effect  from  and  after  its  passage,  approval  and 
publication  as  provided  by  law. 


PASSED  AND  ADOPTED  THIS  DAY  OF 


A.D.  19 BY  THE  CITY  COUNCIL  OF  THE  CITY  OF  MILES  CITY 

MONTANA . 

SIGNED: 


Mayor 

Miles  City,  Montana 


ATTEST: 


Chairman  City  Clerk 

Miles  City-Custer  County      Miles  City,  Montana 

City-County  Planning  Board 
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Agricultural 
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One  Family  Dwelling 
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Multiple  Family  Dwelling 
Mobile  Home 
General  Commercial 
Highway  Commercial 
Light    Industry 
Heavy  Industry 
Industrial  Park 
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SUBDIVISION  REGULATIONS  AND  CODES 
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SUBDIVISION  REGULATIONS 


Following  are  suggested  changes  to  the  Subdivision 
Regulations  which  have  been  adopted  and  put  into  effect 
by  both  Miles  City  and  Custer  County.   As  the  Regulations 
were  written  less  than  three  years  ago  and  are  quite  up- 
to-date,  the  following  is  only  a  brief  description  of 
each  suggested  change  rather  than  a  rewrite  of  the  entire 
Ordinance.   The  wording  of  the  proposed  changes  is  di- 
rected toward  Miles  City,  however,  the  same  changes  may 
be  adopted  by  Custer  County  with  only  minor  word 
modifications . 
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SUBDIVISION  REGULATIONS 


SUGGESTED  CHANGES 


Section  20A-2.   Definitions. 

(11)  Block:   The  existing  definition  is  quite  arbi- 
trary and  could  be  interpreted  to  include  an  almost 
unlimited  area.   A  definition  of  block  is  not  really 
essential  to  the  ordinance;  therefore,  it  is  suggested 
that  it  be  completely  deleted. 


2.   Section  20A-3.   Platting  procedure. 

(B) (2) :   A  subsequent  suggestion  will  be  to  establish 
a  fee  schedule  to  cover  costs  incurred  during  the  re- 
view of  subdivision  plats;  therefore,  a  mention  of 
the  fee  should  be  included  in  this  paragraph.   It  is 
suggested  that  the  words  "including  the  required  fee" 
be  inserted  following  the  words  "with  written 
application" . 


Section  20A-3.   Platting  procedure. 

(B) (4) :   State  Statutes  require  that  the  Planning 
Board  hold  a  public  hearing  on  subdivision  plats  and 
that  the  Board  make  its  recommendation  to  the  city 
Council  or  County  Commission  within  45  days  after 
the  application  for  approval  is  submitted.   There- 
fore, it  is  suggested  that  this  paragraph  be  rewritten 
as  follows: 


■  "Following  (a)  review  of  the  preliminary  plat 

■  and  other  material  submitted  for  conformity 
thereof  to  these  regulations,  and  (b)  negotia- 

M  tions  with  the  subdivider  on  changes  deemed 
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advisable  and  the  kind  and  extent  of  improve- 
ments to  be  made  by  him,  the  Planning  Board 
shall  set  a  date  for  a  hearing,  notify  the 
applicant  in  writing,  and  notify  by  general 
publication  or  otherwise  any  person  or  govern- 
mental unit  having  a  probable  interest  in  the 
proposed  plat.   The  Planning  Board  shall, 
within  forty-five  (45)  days  of  the  receipt  of 
the  application,  act  thereon  as  submitted,  or 
modified,  and  if  approved,  the  Planning  Board 
shall  express  its  approval  as  conditional  ap- 
proval and  state  the  conditions  of  such  approval, 
if  any,  or  if  disapproved,  shall  express  its 
disapproval  and  its  reasons  thereof,  in  writing.' 


Section  20A-3.   Platting  procedure. 

(C) (3) :  It  is  suggested  that  the  following  be  added 
to  the  end  of  the  paragraph,  and  the  existing  provi- 
sions under  (4)  be  completely  deleted: 

";  however,  this  provision  shall  be  deemed  to 
have  been  satisfactorily  met  if  the  subdivider 
submits  a  final  plat  on  at  least  a  portion  of 
the  area  included  within  the  approved  prelimi- 
nary plat;  the  subdivider  shall,  however,  have 
submitted  final  plats  covering  the  entire  area 
included  within  the  approved  preliminary  plat 
within  three  (3)  years  from  the  approval  date; 
otherwise  such  approval  shall  become  null  and 
void  unless  an  extension  of  time  is  applied 
for  and  granted  by  the  Planning  Board." 


5.   Section  20A-3.   Platting  procedure. 

(C) (4) :   As  previously  mentioned,  it  is  suggested 
that  the  existing  paragraph  be  completely  deleted; 
however,  it  is  further  suggested  that  the  following 
be  inserted  in  its  place: 


C-3 


"The  Planning  Board  shall  review  the  final 
plat  and  act  thereon  within  forty-five  (45) 
days  of  the  date  of  submittal;  such  action 
shall  be  a  recomitiendation  to  the  council  for 
approval,  conditional  approval  or  disapproval; 
if  for  conditional  approval  or  disapproval, 
the  conditions  or  reasons  therefor  shall  be 
expressed  in  writing." 


Section  20A-4.   Design  standards. 

(A)  (10) :   It  is  felt  that  allowing  streets  to  inter- 
sect at  a  60-degree  angle  is  too  flexible  and  is  not 
good  thoroughfare  planning.   Therefore,  it  is  sug- 
gested that  the  minimum  angle  be  increased  to  at 
least  75-degrees. 


7.   Section  20A-4.   Design  standards. 

(A) (16)  and  (17) :  It  is  felt  that  some  of  the  maxi- 
mum street  grades  are  not  appropriable  and,  therefore, 
the  following  changes  are  suggested: 

Collector 7% 

Minor 10% 

No  street  grade  shall  be  less  than  0.4  percent 


Section  20A-4.   Design  standards. 

(D)  (1)  :   It  is  suggested  that  a  subsection  (e)  be 
included  as  follows: 

" (e)   Pedestrian  crosswalks  not  less  than  ten 
(10)  feet  wide  may  be  required  in  blocks 
longer  than  nine  hundred  (900)  feet  where 
such  crosswalks  are  deemed  by  the  Planning 
Board  to  be  essential  to  provide  circula- 
tion, or  access  to  schools,  playgrounds, 
shopping  centers,  transportation,  or  other 
community  facilities." 
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Section  20A-4.   Design  standards. 

(E)  (4) :   This  is  unnecessary  as  the  zoning  regula- 
tions specify  minimum  frontage  requirements  in  the 
various  zone  districts.   Therefore,  it  is  suggested 
that  this  subsection  be  deleted. 
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CODES 


Following  are  suggested  changes  for  updating  the  system 
of  codes  which  is  presently  in  effect  in  Miles  City. 
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CODES 


SUGGESTED  CHANGES 


The  following  codes  are  presently  in  effect  in  Miles  City: 

Uniform  Building  Code 

State  Electrical  Code 

Local  Plumbing  Code 

Local  Mechanical  Code 

A  National  Fire  Prevention  Code 

In  order  to  update  this  sytem  of  codes,  two  suggestions 
are  made: 

1.  The  local  plumbing  code  is  outdated,  as  many  modern 
materials  are  not  allowed  under  its  provisions.   This 
code  should  either  be  updated  or  else  the  State  Plumb- 
ing Code  should  be  adopted. 

2.  The  City  has  not  adopted  a  housing  code.   Besides  be- 
ing a  requirement  for  certification  of  a  Workable  Pro- 
grara  for  Community  Improvement,  such  a  code  is  impor- 
tant for  the  general  health,  safety  and  welfare  of  the 
city's  residents.   Therefore,  it  is  suggested  that 
Miles  City  adopt  the  Uniform  Housing  Code. 
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APPENDIX  D 


FORMS  FOR  ADMINISTRATIVE  PROCEDURES 
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FORMS  FOR  ADMINISTRATIVE  PROCEDURES 


The  following  are  suggested  forms  which  the  City  and  County 
could  develop  for  use  in  administration  of  the  proposed 
regulatory  measures. 
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MILES  CITY,  MONTANA 
APPLICATION  FOR  BUILDING  PERMIT 


Permit  No. 


Name  of  Applicant_ 
Address 


Phone  No. 


Name  of  Contractor 


State  License  No. 


Location  of  proposed  construction  (address] 

Subdivision Block 

Proposed  use  of  structure 

Type  of  Construction 


New 


Alter 


Zoning  District_ 
Ordinance:   Yes 
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Proposed  structure  complies  with  Zoning 

Zoning  change  requested:    Yes No 

Lot  area 


Front  yard_ 

Rear  yard 

Side  yard 

Side  yard 


Height  of  structure_ 

Off-street  parking 

Off-street  loading 


Amount  of  fee  required:   $_ 


Permit  Approved:   Date 
Reason  for  Denial 


Permit  Denied:   Date 


Signature  of  Applicant               Signature  of  Building  Inspector 
Appeal  to  Board  of  Adjustment:   Yes No 
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sizo  and  displayed  in  a  prominent  place  on  the  premises  where  the  building 
is  to  be  erected.) 


MILES  CITY,  MONTANA 
BUILDING  PERMIT 


Permit  Issued  to:   Name 


Permit  No, 


Address 


Phone  No. 


Contractor 


Owner 


For  construction  of 


Located  at  (address) 
Subdivision 


Block 


Lot 


Construction  plans  submitted  to,  approved  by,  and  on  file  with  the  Building 
Inspector's  Office  located  at  the  Miles  City  City  Hall. 

Fee  Paid:   $ 


Building  Inspector 


NOTICE:   This  building  must  not  be  occupied  until  final 
inspection  has  bean  made  and  a  CERTIFICATE  OF 
OCCUPANC\  issued. 
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MILES  CITY,  MONTANA 
APPLICATION  FOR  CERTIFICATE  OF  OCCUPANCY 


Called  Inspections 
Dates 

Buildinq 

Plumbing 

Electrical 

Final  Inspection 

Certificate  of  Occupancy  Issued:   Date 


Building  Inspector 
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MILES  CITY,  MONTANA 
CERTIFICATE  OF  OCCUPANCY 


This  is  to  certify  that  the  building  located  at 
(address) 


Subdivision 


Block 


constructed  under  Building  Permit  No. 
occupancy  is  hereby  authorized. 


has  been  inspected  and 


Building  Inspector 
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MILES  CITY,  MONTANA 
BOARD  OF  ADJUSTMENT  HEARING 


Appeal  to  the  Board  of  Adjustment  for  Public  Hearing  -  Datt 

Name  of  Appellant 

Address 


Variance  or  Aggrievance 


Phone  No. 


Fee  -  $ 


Paid       Not  Paid       Date 


Building  Inspector 


Date  of  Hearing_ 


Action  of  Board  of  Adjustment^ 


Request  Approved_ 


Denied 


Date 


Chairman  of  Board  of  Adjustment 
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MILES  CITY,  MONTANA 
PETITION  FOR  ZONING  AMENDMENT 


Name  of  Petitioner_ 
Address 


No. 


Zoning  District  Regulations_ 
Reason  for  requested  amendment 


Phone  No. 


Petition  to  Amend:   Zoning  District  Boundaries 


Location  of  property  (address )_ 
Subdivision 


Legal  description  of  propertY_ 


Block 


Present  Zone  District 


Proposed  Zone  District_ 


Property  owners  located  within  100  feet  of  subject  property: 
(Name  and  address  -  See  attached  list  and  sketch) 


Paid 


Not  Paid 


Signature  of  Petitioner 


Signature  of  Property  Owner 


Hearing  Date  Scheduled_ 


Building  Inspector 
Legal  notice  published  datG_ 


Recommendations  of  City-County  Planning  Board:   Approval Denial^ 

(Reasons  Attached)  Date 

Recommendation  of  City  Council:  Approval DcniQl_ 

(Reasons  Attached)  Date 
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with  a  white  or  yellow  background  and  black  letters  not  less  than  one  and 
one-half  inches  in  height.) 


MILES  CITY,  MONTANA 
NOTICE  OF  PUBLIC  HEARING 


A  public  hearing  is  scheduled  on 


,  at 


(date) 


(time)  (location) 

Miles  City,  Montana,  for  the  purpose  of  hearing  a  petition  for  a  change  of 
zoning  on  the  property  hereby  posted  by  this  notice.   Said  proposed  zone 

change  to  be  from  Zone  District  to  

Zone  District. 
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MILES  CITY,  MONTANA 
SUBDIVISION  CHECKLIST  -  PRELIMINARY  PLAT 


Date 


Name  of  Subdivision_ 
Address 


Phone  No. 


Date  plat  submitted  to  Planning  Board 


Date  of  Planning  Board  meeting  for  plat  review 


(Note:   This  date  must  be  at  least  10  working  days  following 
plat  subiLiission) 

Number  of  copies  received 


Distribution: 

Required  data: 

Planning  Board  action: 
Conditions 


City  Council_ 


Fire  Department 
City  Engineer 


Building  Inspector_ 
Other 


Plat  Data 


Supporting  Data 


Design  Standards 

Approval Denial Date_ 


Reasons 


Fee  -  $ 


Paid 


Not  Paid 


Chairman,  Planning  Board 
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MILES  CITY,  MONTANA 
SUBDIVISION  CHECKLIST  -  FINAL  PLAT 


No. 


Name  of  Subdivision_ 

Name  of  Subdivider 

Address 


Phone  No. 


Date  plat  submitted  to  Planning  Board_ 


Date  of  Planning  Board  meeting  for  plat  review 

(Note:   This  date  must  be  at  least  five  (5)  working  days 
following  plat  submission) 


Received: 

Required  data: 

Planning  Board  action: 
Reasons 


Original  Linen_ 

Sepia  Copies 

Prints 


Plat  Data 


Supporting  Data_ 


Design  Standards 

Approval Denial Date 


Paid 


Performance  Bond:   Amount  $ 


Not  Paid 


Posted 


Not  Posted 


Chairman,  Planning  Board 
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